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New! Cecil—Specialties in General Practice 


Dr. Cecil’s new book will help you to handle effectively many of the patients you 
might have otherwise “referred.” Noted authorities cover 14 specialties — ophthal- 
mology, minor surgery, gynecology and obstetrics, dermatology, psychiatry, etc. 
— especially for the use of the general practitioner. 

Diagnosis and treatment which fall within the family physician’s realm are dis- 
cussed in detail. Included at frequent intervals are prescriptions that you can 
use exactly as given. The cases in which expert advice should be sought are in- 
dicated. What the general practitioner should do for the patient after he has been 
treated by the specialist is also clearly pointed out. 

Me 


14 Authorities. Edited by Russett L. Cecit, M.D., Professor of Clinical Medicine Emeritus, Cormell University 
dical College. 818 pages, 7” x 10”, with 470° illustrations. $14.50. New 


w.&. Saunders COMPANY 


WEST WASHINGTON SQUARE, PHILADELPHIA 5 
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ADVERTISING SECTION 


Adequate Protein Nutrition... 
A Vital Factor in Recovery Processes 


Among the problems of convalescence and of preoperative and postoperative 
care, adequate protein nutrition assumes vital importance. Such is indicated 
by the observation that a deficiency of but one essential amino acid in the 
diet of the normal individual quickly leads to an acute amino acid deficiency 
syndrome characterized by appetite failure, weight loss, and malaise. 


Animal studies have forcefully demonstrated the adverse effect of inadequate 
protein nutrition on recovery processes.' Protein-depleted rats fed an ade- 
quate repletion ration manifest a rapid recovery of lost weight, of normal 
plasma protein and hemoglobin levels, of certain enzyme systems, and of 
normal capacity to synthesize antibody protein and to resist infection. On ‘ 
the other hand, reduction in the amount of but one essential amino acid in the 
repletion ration quickly causes loss of appetite, diminished food consumption, 
and inadequate weight recovery. This quick appearance of overt symptoms 
due to a sk ortage of an essential amino acid contrasts sharply with the de- 
layed appearance of symptoms induced by deficient intake of any other 
essential nutrient. 


These manifestations of acute amino acid deficiency noted in the rat can 
occur as readily in the normal human subject consuming a diet lacking in j 
any one of the eight essential amino acids.? Loss of appetite and of body = 
nitrogen accompanied by malaise quickly results. Furthermore, addition of " 
the missing amino acid to the diet quickly restores the appetite, nitrogen 
equilibrium, and the previous state of health. Apparently, even in normal per- 
sons, lack of an amino acid in the diet partially or completely interrupts 
protein synthesis as well as increases tissue protein catabolism.' The conclu- 
sion is incontestable, therefore, that adequate protein nutrition is vital for t 
speeding the processes of recovery from massive disease or major surgery. 


Meat—all varieties and cuts—richly provides protein containing all the 
essential amino acids which are needed for the repair of traumatized tissue, 
the upkeep of normal tissue, and for other vital uses. Furthermore, meat is a 
dependable dietary source of iron and the vitamin B complex—riboflavin, 
niacin, thiamine, pyridoxine, and the newly discovered B,.. In health and in 
illness, meat ranks high as an important factor of the well-balanced diet. 


1. Cannon, P. R.: Recent Advances in Nutrition with Particular Reference to Protein Metab- 
olism, Lawrence, Kansas, University of Kansas Press, 1950, pp. 56-60. 


2. Rose, W. C.: The Nutritive Role of the Amino Acids, The Science of Nutrition, New York, 
The Nutrition Foundation, 1146. 


The Seal of Acceptance denotes that the nutri- 
tional statements made in this advertisement 
are acceptable to the Council on Foods and 
Nutrition of the American Medical Association. 


American Meat Institute 
Main Office, Chicago... Members Throughout the United States 
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We believe that one diaper service in this BosTON DIAGNOSTIC CLINIC 


area is recognized by the medical profession Affiliate of the Boston Evening Clinic 


as outstanding — a reputation we have jus- Ambulatory diagnostic service for people of moderate means 
tifiably earned by advance methods and the 


elaborate care unequaled by other diaper recent Greater Boston Community survey 
services. HOURS: Tuespay, THurspay anp SATURDAY MORNINGS 
BY APPOINIMENT ONLY 


TUESDAY EVENING HOURS AVAILABLE 


Patients on ref their own physicians, to 
completed | are sent 


Service 


1379 Beacon Street, Broo‘line Postgraduate Division 
Tufts College Medical School 


Courses for the General Practitioner 
For Reservation or Immediate Delivery : ELECTROCARDIOGRAPHY I, December 3-7, 1951 
rdiographie records of t un ar 
Phone LOngwood 6-7070 leads. Lectures on the newer Dr. 
Heinz Magendantz in charge. Tuition fee: $40. 
ELECTROCARDIOGRAPHY II, January 14-16, 1952 


A continuation course for those who have taken EKG I or have had 
previous experience in reading electrocardiograms. Dr. Heinz Magen- 


THE ORIGINAL DIAPER SERVICE on other courses, address 
IN NEW ENGLAND POSTGRADUATE REGISTRAR 


30 Bennet Street, Boston 11, Mass. 


 XYLOCAINE® 
(Pronounced Xi Io cain) 
HYDROCHLORIDE 
ASTRA 
(Brand of lidocaine hydrochloride* ) 
AN a SOLUTION 


© 


Di 50 and 20 cc 

mult v contain 

rag and ous epine- A potent, short-acting local anesthetic, producing on injection, a more prompt, 


suppl intense and extensive anesthesia than equal concentrations of procaine hydro- 


ASTRA 


chloride. Useful and effective either with or without epinephrine, it has been 
STOCKED BY LEADING WHOLE. described (1) as the most promising of the new local anesthetics, approaching 
SALE DRUGGISTS AND SURGICAL in efficiency the nerve blocking properties of piperocaine, and in toxicity, the 
SUPPLY HOUSES. advantages of safety presented by procaine. 

(1) Hanson, I. R. and Hingson, R. A., Current 
Researches in and Analgesia, 29:136 (May-June) 1950. 


ASTIRA PHARMACEUTICAL PRODUCTS, INC. WORCESTER, MASS. U.S.A 


*U.S. Patent No. 2,441,498 
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YOU, Doctor, are the best judge, so 


BELIEVE IN 
YOURSELF’ 


With so many claims made in cigarette advertising. 
most doctors prefer to judge for themselves. 
So, Doctor, won’t you make this simple test? 


Take a Morris— 
and any other cigarette. Then, 


1 Light up either one. Take a puff—don’t 


inhale—and s-l-o-w-l-y let the smoke 
come through your nose. 
Now do exactly the same thing with the 
other cigarette. 


Then, Doctor...BELIEVE IN YOURSELF! 


PHILIP MORRIS 


Philip Morris & Co. Ltd., Inc. 
100 Park Avenue, New York 17, N. Y. 
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Relationship of Stress Unpaid VEE 


to Autonomic Lability 
Studies in psychosomatics have shown that func- can be collected and at the same time good public 


tional disorders often are a result of the patient's relations maintained. We have proved it to over 

inability to adjust to emotionally stressful situations 100 hospitals and thousands of doctors. 

(stressor factors). 
Nervous tension and chronic anxiety, discharged WRITE FOR PROOF 

through a labile Autonomic Nervous System, can 

cause somatic disturbance. "* Such states may in- NATIONAL DISCOUNT & AUDIT CO. 

volve any one of the organ systems or several at one 230 West 41st St. New Yong 18, N. Y. 

time. "* The outline below is designed to relate 

gastrointestinal and cardiovascular symptomatology 

to the exaggerated response of the autonontic 

nervous system. 


Physiologic Effects of 


Autonomic Discharge 
Sympathetic Parasympathetic ee ELASTIC 


Hypomotility 
Gastro- Intestinal Atony 
intestinal Hyposecretion 

stem Reduced 
salivation 


Hypermotility 

Gastrointestinal 
H 
‘ For varicose veins, lymph 
stasis and other swollen 


Slow heart 


rate 
Peripheral vaso- rate : 
constriction Vasodilatation callable surgical 
Palpitation drug and dept. stores everywhere. 
Functional Tachycardia Heartburn 
JOHN B. FLAHERTY CO., Inc., BRONX, N.Y. 


— Low blood pressure 
Colonic spasm Since 1898, Manufacturers of Surgical Elastic Supports 


The data here tabulated is from references 3.4-5.6.7. given below. 


When the clinical picture is suggestive of func- 
tional disorder, the see is supported by the 
Peay of the following indications of autonomic 
ability: 


Variable Blood Pressure 
anging pulse rate 
Deviations in B, M. R. RIVE 
Exaggerated Cold Pressure Reflex 
lo-Cardiac Reflex Abnormalities VE 
Tolerance Alterations Fo: WAYNE.INDIANA 
Therapy in these cases is directed toward: 1) 4 elo 
relieving the somatic disturbance to prepare the 
patient for psychotherapy* ; 2) guidance in making 
adjustment to stressful situations and correction of 
unhealthy attitudes. 


Professional Protection 
Exclusively 


in conjunction with ‘ives. 


*Drug treatment and cholinergic blocking agents since 1899 


1. Ebaugh, F.: Postgrad. Med. 4: 208, 1948. 2. Wilbur, D.: 
J.A.M.A. 141: 1199, 1949. 3. Williams, E. and Carmichael, C.: 
J. Nat'l. Med. Assoc. 42: 32, 1950. 4. Goodman, L. and Gilman, 
A.: The Pharmacological Basis of Therapeutics, The Macmillan 
Co., 1941. $. Katz, L. et al: Ann. Int. Med. 27; 261, 1947. 
6. Weiss, E. et al: Am. J. Psychiat. 107: 264, 1950. 7. Alvarez, 
W.: Chicago Med. Soc. Bulletin, 581, 1950. 8. Rakoff, A.: A 

9. Karnosh, L. an ucker, E.: A Handbook of Psychiatry, C. V. 
Mosby Co.. 1945. 10. Harris, L.: Canad. M.A.J. 58: 251, 1948. BOSTON Office: 
Augustus F, Fox, 


Representative, 


Sandoz 11 Pemberton Square, 
Pp Tel. CApitol 7-0119 
armaceuticals 


DIVISION OF SANDOZ CHEMICAL WORKS, INC. 
68 CHARLTON STREET, NEW YORK 14, NEW YORK 
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ADVERTISING SECTION 


CASAFRU 


The Fruit of Senna 


(Cassia acutifolia or Cassia angustifolia) 


Extracted 


and presented 


in a pleasing, liquid form. 


The laxative favored by physicians be- 
cause of its palatability and effectiveness. 
Administration card for the physician's file 
and clinical sample sent on request. 


Mason Drug Company 


Boston 18 Massachusetts 
C2 


COLLECTIONS 
CAN be tactful and friendly 


@ Your “‘auditor’’ confirms an unpaid balance 
@ Requests payment to close the records 


@ Institutes an “Installment Budget’’ plan where 
required 


@ Adjusts and settles differences 
A courteous, ‘‘NO COST’’ service. Send this ad for details. 


PROFESSIONAL SERVICE CO. 


25 HUNTINGTON AVENUE BOSTON 16, MASS. 


Baker’s 
D. A. S. 


(Dextro-A ine Sulfate) 


CAPSULES 


RETAIL PRICE 


Bottle of 100, 5 mg. red capsule, $2.50 
Bottle of 100, 2.5 mg. yellow capsule, $/..60 


Sold only on prescription 
Available to druggists through their wholesaler 


Chester A. Baker Laboratories, Inc. 


BOSTON, MASS. 


generations. 


in service to the medical profession. 


41 West Srreet, Boston, Mass. 
New 


SPECIALISTS 


Furnishing and fitting Surgical and Orthopedic Appliances of high quality to pa- 
tients of physicians and surgeons by prescription has been the Pomeroy specialty for 


With no advertising direct to the public, we have built our business as specialists 


POMEROY 


95 State STREET, SPRINGFIELD, Mass. 


BROOKLYN NEWARK 


‘Witkes-Barre 
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ABC PREGNANCY TESTS LAB. 
First in U. S. A. — Est. 1929 
Benjamin Parvey, M. D., Director 
Diagnosis RESULTS—3 to 7 hrs. 
Accuracy 99% + Containers Furnished 
636 Beacon Street, Boston 15, Mass. 
Kenmore Square KEnmore 6-9600 


UNITED LIMB & BRACE CO., 
Inc., manufacturers of artificial limbs. 
61 Hanover Street, Boston. CA 7-2183. 

B517-6-tf 


OFFICE AVAILABLE — Suitable for 
one or two, 714 Commonwealth Avenue, 
Boston. Opposite Boston University. 
First floor, front. Rent reasonable. Apply 
Shell Drug, 714 Commonwealth Avenue, 
Boston. B116-18-1t 


ELECTROENCEPHALOGRAPHIC 
LABORATORY, INC, 


270 CommonweattsH Ave., Boston KE 6-8100 


Electroencephalograms 
Electromyograms 


OPENING for physician-anesthetist, 
ewton-Wellesley Hospital anesthesia 
taff. Must be eligible for American 
oard of Anesthesiology examination or 
ave taken first part. Apply to Dr. 
eginald Hunt, Newton-Wellesley Hos- 
ital, Newton Lower Falls, Mass. 
B96-9-tf 
Complete physical therapy service, also 
JHIRLPOOL BATH THERAPY. Ap- 
intments by doctor’s prescription only. 
uarter century same location. Nis- 
en’s Institute of Physical Therapy, 1126 
Boylston Street, Boston. KE 6-1030. 
B98-10-tf 


Memorial Center for Cancer and Allied 
pDiseases offers l-year APPROVED FEL- 
“LOWSHIP IN ANESTHESIOLOGY, in- 
cluding all types of anesthesia with empha- 
sis on head and neck and thoracic surgery 
as well as fluid therapy. Applicants must 
be graduates of approved medical schools 
and have l-year approved internship and 
l-year approved training in anesthesiol- 
ogy. For information refer to Dr. Olga 
Schweizer, 444 East 68th Street, New 
York 21, N. Y. B28-19-tf 


FOR SALE—GE x-ray, 30 ma, good 
condition, with 2-position table and fluoro- 
scope, $2000. Also, rotary converter, 
$50. Address All4, New Eng. J. Med. 

17-2t 


NURSES, LABORATORY and 
X-RAY TECHNICIANS seeking Cali- 
fornia locations may contact Casita 
Hospital, Indio, California. 

B308-18-oam-12t 


LEARY LABORATORY 
43 Bay State Roap 
BOSTON, MASSACHUSETTS 


Timotny Leary, M.D., Director 


Dependable and Rapid Laboratory 
Service. All Branches 
Containers furnished 


Tel. KE 6-2121 


FOR SALE—A live medical practice 
with home and office combined. 5 bed- 
rooms, 3-room and laboratory medical 
suite, 2 living rooms, dining room, kitchen 
and laundry. Modern heating system. 
Thriving Cape Cod town. Unusual op- 
portunity. Leaving to specialize and 
resettle. Grade-A doctor only. Address 
All2, New Eng. J. Med. 16-4t 


~ COLONIC IRRIGATIONS, massage, 
diathermy. Beatrice M. Woods, 511 Bea- 
con Street, Boston. CO 6-8722. B80-16-tf 


AVAILABLE IMMEDIATELY—Ap- 
proved residency in 150-bed tuberculosis 
hospital. Salary $3650 per year, plus 
maintenance. Maintenance for family 
available, if desired. Apply Superin- 
tendent, Belmont Hospital, Worcester, 
Massachusetts. BIL1-17-5t 


New 3-4 room DE LUXE APART- 
MENTS. Immediate occupancy. Coolidge 
Corner area. $115-$130. Owner AS 7-7412 

B97-10-tf 


PHYSICIANS LABORATORY SERVICE 
520 Commonwrattu Ave. 

Bosion 15, Mass. 
KATHLEEN KELLEY, Director 
Complete Laboratory Tests 
Pregnancy Tests 24-Hour Service 
Tel. CO 6-2010 


BIND your New England Journal of 
Medicine. Make it a permanent part 
of your lib-ary — for easy reference and 
lasting wear. In full black library buck- 
ram, only $3.00 per volume, plus shipping 
charges. All other journals and periodicals 
bound also. Inquiries invited. Norden 
Bindery, 2100 West Grand Avenue, 
Chicago 12, Ill. B300-14-tf 


WANTED—Full-time industrial doc- 
tor by Massachusetts branch plant of 
National Corporation. State age, educa- 
tional background etc. Address A115, 
New Eng. J. Med. 17-2t 


RESIDENT PHYSICIAN — Con- 
municable Diseases — available January 
1, 1952. Salary $3650 per year plus main- 
tenance. Maintenance for family avail- 
able if desired. Apply Superintendent, 
Belmont Hospital, Worcester, Mass. 

B114-18-5t 


MICROSCOPES 
Bought, Sold and Repaired 
BOSTON MEDICAL SUPPLY CO. 


172 Harrison Ave., Boston 
LI 2-8500 


STAFF PHYSICIAN — Full-time 
services of physicians for medical floor; 
vicinity of Boston; 500-bed general medi- 
cal and surgical service; approved sur- 
gical residency program; inaugurating 
medical residency program; salary start- 
ing at $2400, $5520 and $6720 depending 
upon experience. Hospital A.M.A. regis- 
tered approved by A. C. of S.; member 
A. H. A. Address A116, New Eng. J. Med. 

17-2t 


Man or woman SENIOR PHYSICIAN 
wanted for Traveling School Clinic Phy- 
sician at State Training School and Hos- 
pital for Retarded Children in Connecti- 
cut. Salary range $6600-$7800 with $300 
annual increases. Consideration above 
basic pay given for experience or special 
training. Internship, plus 3 years of 
training school, psychiatric or pediatric 
experience required. Also 1 ASSISTANT 
PHYSICIAN, male or female, for ward 
service. Salary range $5040-$6720 with 
annual increases of $240. Internship re- 
quired. Furnished houses or apartments 
available. Liberal arrangements regard- 
ing working hours and time. Retirement 
after 25° years at 50 per cent of gross 
salary on reaching age 50 for women, 55 
years for men. Vacation and sick time 
with pay; Merit System protection. 
Resident staff of 6 physicians and dentist. 
Also Specialty Consulting Staff. Modern 
completely equipped 90-bed hospital for 
total population of 1300, etc. Address 
A109, New Eng. J. Med., enclosing small 
photograph, outline of education and ex- 
perience, first letter. Eligibility for 
Connecticut license and U. S. citizenship 
required. 15-5t 


144 COMMONWEALTH AVENUE, 
at Dartmouth Street — 3-room_profes- 
sional suite on first floor. Moderate 
rental. B16-15-tf 


WANTED—Surgeon wants part-time 
industrial work around Boston. Address 
A105, New Eng. J. Med. 14-eow-3t 


WANTED — Phantom Stomach (Cam- 
eron). Give all details first letter. Ad- 
dress A117, New Eng. J. Med. 18-2t 


YOUNG INTERNIST, board eligible, 
desires association with group, clinic or 
individual. Available January, 1952, 
Cat. 4. Address A119, New Eng. J. Med. 

18-3t 

(Additional advertisements on page x) 
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FORTHANE 


Lilly) 


When interference with breathing is caused by 

a cold—it is bad. 

When interference by the physician prevents the patient 
from using some physiologically undesirable drug— 


it is good. 2 
Inhaler ‘Forthane’ (Methyl Hexane Amine,<Zthy), in 
addition to providing pleasant and effective relief, is 

physiologically desirable. Unlike many self-prescribed 

decongestants, it does not normally produce cardiovascular or 

psychic disturbances or overconstriction followed by 

secondary congestion. 

Physicians protect their patients from unnecessary risks 

when they advise that Inhalers ‘Forthane’ be kept on hand. 


INHALER FORTHANE 


Detailed information and literature on Inhaler ‘Forthane’ 
are personally supplied by your Lilly medicai service 


Hi representative or may be obtained by writing to 
lly Eli Lilly and Company, Indianapolis 6, Indiana, U.S.A. 


SINCE 1876 


Interference can be good—and can be bad : 
DOZE! 
j 
ig 


Teamwork LILLY SINCE 1876 


Many isolated programs of fundamental research were joined for the first time through the discovery 

of Insulin. Then, promptly following this discovery, the experience and facilities of Eli Lilly 

and Company in large-scale extraction methods were placed at the disposal of the Toronto Insulin 

Committee in order to make a suitable commercial preparation available as rapidly as possible. 

Teamwork between academic and industrial investigators has resulted in a long series of 

medical victories. Insulin, sulfonamides, liver extract, and antibiotics are but a few of their mutual i 


achievements. ‘ 
Thus, industry's aid in the conquest of disease is another splendid example of how 
the opportunities of free enterprise help make this a better world. 


ELi LILLY AND COMPANY - INDIANAPOLIS 6, INDIANA, 


Wy 
| 


The New England 


Journal of Medicine 


Copyright, 1951, by the Massachusetts Medical Society 


Volume 245 


NOVEMBER 1, 1951 


Number 158 


INCE the Pennsylvania Hospital was founded 
two hundred years ago, there has probably not 
been a time when the hospitals and the medical pro- 
fession of this country faced greater opportunities 
for public service than they do today. Medicine has 
more to offer now than it has ever had, not only in 
healing the sick and injured but also in preventing 
disease and disability and in restoring the handi- 
capped to usefulness. The public has more con- 
fidence in the benefits of medicine than it has ever 
had, and therefore is more interested than ever in 
having these benefits. 

This situation indeed puts great opportunities 
before us, but it also brings great problems. How 
can the best in modern medicine become available 
to our entire population at a cost we can afford? 
How, at the same time, can our high professional 
standards be maintained and advanced? These are 
the crucial issues we face, and the way in which 
they are settled will determine the role that our 
eptendid hospitals and our magnificent medical 
profession will play in the future. Here, too, is a 
“great debate’; here, too, lie fundamental issues 
of policy that inevitably must be decided and that 
call for the highest and most dispassionate kind of 
professional and public statesmanship. 

It is a great honor and privilege to have been 
called upon to participate in your celebration of the 
anniversary of one of the most important events in 
American medical history — the founding of the 
nation’s first hospital, a hospital that has proved 
to be the ever vital parent-root of teaching hos- 
pitals in this country. As a representative of your 
early daughter, the Massachusetts General Hospital, 
I bring you sincerest greetings on your birthday 
and filial good wishes for your next two centuries — 
at least! 

It is peculiarly appropriate that these two hos- 
pitals should share, in some part, in this celebration, 
for they have a history of close relations that goes 
back nearly one hundred and fifty years. Indeed, it 
existed, in a way, before either hospital was founded. 
After all, one of your principal founders, Benjamin 
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Franklin, did come from Boston. We like to think 
that if he had stayed home, instead of yielding to 
the charms of Philadelphia, we might have had the 
first hospital. 

The New York Hospital and our hospital in 
Boston were built on the principles first enunciated 
in the founding of the Pennsylvania Hospital — and 
from these same principles sprang the whole proud 
tradition of the voluntary teaching hospital in 
America. 

The Massachusetts General Hospital, as a matter 
of fact, owes its very existence to the Pennsylvania 
Hospital. In the early years of the nineteenth cen- 
tury students of medicine in Boston, having no 
hospital in which to study clinical material, flocked 
to Philadelphia to complete their training. Thus, 
many of the men who were to become prominent in 
Boston medicine at about the time of the founding 
of the Massachusetts General Hospital, like George 
Shattuck, Jacob Bigelow, Walter Channing and 
George Hayward, came here to study with such 
distinguished mentors as Benjamin Rush, Caspar 
Wistar, Philip Syng Physick, John Redman Coxe 
and Benjamin Barton. 

Although the good citizens of Boston appreciated 
the learning that their young medical men received 
in Philadelphia, they also were stimulated by it 
to think that they too needed a general hospital, 
not only to care for the sick but also to serve as a 
center of medical education. Thus, a public letter 
written by Drs. James Jackson and John Collins 
Warren in 1810, soliciting support for the hospital- 
to-be in Boston, states: “The means of medical 
education in New England are. ... totally inadequate 
.... The only medical school of eminence in this 
country is that at Philadelphia. ...A hospital is an 
institution absolutely essential to a _ medical 
school... .” 

Later, when plans were being drawn by Bulfinch 
for the Massachusetts General Hospital, the trus- 
tees sent him here to study the Pennsylvania Hos- 
pital as his model. The compliment was returned 
a few years later, when the illustrious Kirkbride, 
planning your Department for Mental and Nervous 
Diseases, journeyed to Boston to study the McLean 
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Hospital, which, as you know, is the hospital for 
mental disorders associated with the Massachusetts 
General Hospital. 

Such were the beginnings of more than a century 
of close professional association between the two 
institutions, the latest example of which was the 
founding ten years ago of the Hall-Mercer Hospital 
(also for psychiatry), with a branch at Massachu- 
setts General and another here. It seems very 
natural, then, for someone from your Boston off- 
shoot to join you today in recognizing Pennsylvania 
Hospital’s outstanding record of accomplishment 
during two hundred years. 

And it is indeed a record to be proud of. Penn- 
sylvania Hospital is in its distinguished position 
today not only because it was our first hospital 
but also because it has continued to be a leader 
throughout its career. Here, as you know, clinical 
teaching was initiated in this country. The hospital 
was at first simply a place where apprentice phy- 
sicians could walk the wards, but it soon became 
a principal focus cf systemat:c training for the 
students of what is now the University of Penn- 
sylvania Medical School, to which, of course, 
were later added students from the Woman’s Medi- 
cal College and from Jefferson Medical College. 

Here, too, were established the first out-patient 
department (even before the founding of the Phila- 
delphia Dispensary), one of the earliest medical 
libraries in this country and the first clinical amphi- 
theatre (later to be the model for the amphitheatre 
at Massachusetts General Hospital). In medical 
science, physicians at Pennsylvania Hospital long 
ago led in describing hemophilia and in performing 
the first planned operation for appendicitis. More 
recently they have been leaders in many other fields, 
such as caudal analgesia, the first successful drying 
of human blood plasma, important studies on in- 
sulin, electric shock and carbon-dioxide treatment 
in mental illness, electrophysiology of nerve, nutri- 
tion in pregnancy, hematology and the clinical 
testing of neomycin, to mention but a few. 

You have also pioneered in the field of preven- 
tive medicine, especially in making available to the 
whole community, rich or poor alike, the benefits 
of diagnosis and early treatment (not waiting for 
disease to produce a diastrous disability before 
being recognized). In mental hygiene, of course, 
this was marked by the establishment of the In- 
stitute, — one of the original centers of its kind in 
the world, — and in the other fields of medicine 
by the Benjamin Franklin Clinic, one of the first 
group-practice clinics in America organized for 
comprehensive diagnostic service on a single-fee 
basis. 

No one can dispute the brilliance of this record 
of service to medicine and to the public. But now, 
zs I have suggested, you, in common with us all, 
are faced with major issues on whose settlement 
rests the future of not only this institution but the 
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whole of medicine. What are these issues? What 
are some of the paths we might follow in seeking 
to resolve them? What in our history can teach 
us where to look for answers? 

The basic issue, it seems to mc, from the under- 
standing of which will flow the solutions of nearly 
all the others, has been aptly phrased in the ques- 
tion “‘Whose medicine is it?”? Shall the future role 
of medicine be developed primarily as a proprietary 
interest, or shall this role be the proper concern of 
all the people? 

This question, I submit, was firs: answered in this 
country two hundred years ago today, when the 
charter of this hospital was granted. Final authority 
in the government of the institution was vesced 
in the hands of a lay body, — the contributors 
a group of distinguished and public-.pirited citizens 
who in 175] elected the first board of manager :, 
also an unpaid lay body whose accou.:ts were alway. 
to be open to public scrutiny. Here was established 
a fundamental principle — that although the pro- 
fessional aspects of the practice 0, medicine can 
be directed only by competent professional men, 
the ultimate responsibility: for health protection 
is a public function. It is true thet, according to 
Franklin, the idea of the hospital came from a lead- 
ing physician, Dr. Thomas Bond, just as sixty years 
later the idea of a hospital in Massachusetts came 
from Drs. Jackson and Warren. In each case, how- 
ever, when it came time to decide who should have 
final authority over the hospital, the physicians 
who had initiated the plans believed that this 
was properly a public rather than a medical respon- 
sibility. As a result, the legislatures of both com- 
monwealths vested this authority, with the power 
to set standards for the kind of practice that should 
go on in the hospital and to appoint or discharge 
the medical staff, in a lay corporation and in_ its 
delegates, the board of managers (or trustees). In 
fact, although Thomas Bond was a member of the 
first board of managers here in 1751, when, a year 
later, the first temporary building was opened and 
the board wished Dr. Bond to become a member 
of the first medical staff of the hospital, he evidently 
believed that he could not properly accept this 
position while remaining on the board. So Bond, 
in a remarkable act of medical statesmanship, re- 
signed from the board of managers. 

Thus was first symbolized at this hospital the 
great principle that for the protection of its health 
the lay public must have the ultimate policy-making 
power. 

Because hospital trustees and physicians are men 
of good will working together for a common goal, 
the need for exercise of the ultimate lay authority 
seldom arises. Yet it sometimes does, as when, 
almost a hundred years ago, the board of managers 
of this hospital, in what it conceived to be the public 
interest, required the staff to admit women medical 
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students to their classes, over the bitter opposition 
of most of the physicians of Philadelphia. 

In America, of course, we see the same principle 
in many fields other than health. Our schools, our 
universities, our armed forces, our very laws and 
constitution are ultimately subject to public con- 
trol. Medical institutions that, like this one, con- 
stantly seek to maintain the highest professional 
standards are enabled to function best in the public 
interest under the guidance of laymen. Where is a 
hospital owned by physicians or an educational 
institution owned by educators (medical or other- 
wise) that can be compared to the Pennsylvania 
Hospital or the University of Pennsylvania? 

From the very establishment of Pennsylvania 
Hospital its board of managers took seriously its 
responsibility for professional standards. Any 
practitioner could apply for a position on the staff, 
but his credentials were most thoroughly scrutinized, 
and he was required to pass an examination by six 
members of the hospital staff, conducted in the 
presence of the managers. Moreover, the managers 
made at the beginning a rule that careful clinical 
records must be kept by the physicians — more 
than one hundred and fifty years before the Ameri- 
can College of Surgeons made this a requirement 
for its approval. Unfortunately, as is regrettably 
the case in some institutions today, this excellent 
rule of the first board seems to have been for many 
years more honored in the breach than in the ob- 
servance. Perhaps this was related to the fact that 
Franklin, a pioneer in scientific methodology as in 
so many other fields, left Philadelphia to become 
Provincial Agent in England a few months after the 
hospital opened its permanent building. 

This, then, is the main issue we face: Is the pub- 
lic to continue to control the destiny of its own 
health? If, as I think we must, we answer this 
question in the affirmative, the answer follows to 
many another riddle that appears insoluble. 

For example, what are the proper functions of a 
modern hospital? There is scarcely any topic in 
medicine over which voices can rise higher or 
tempers wax hotter. Is a hospital to be merely a 
kind of hotel for the sick to which physicians can 
bring their patients and treat them? Or should it 
be, as are the proudest hospitals today, a center 
for continuing the education of its staff, a focal point 
for the highest professional standards in the com- 
munity? Beyond this, should it also expand its 
function to become a center for all the health services 
of the community, preventive as well as curative? 
Should it not be open to rich or poor, whether they 
are afoot or abed? If the public interest is the first 
to be served, one can scarcely imagine accepting 
anything but the latter alternatives. 

As a matter of fact, Pennsylvania Hospital has 
long demonstrated its views on this issue. In its 
very first year, the question arose whether the hos- 
pital’s services should be limited to bed patients. 
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In a decision that has had enormous influence to 
this day, the managers insisted that ambulatory 
as well as bed patients be accepted for treatment. 
This was later extended for a time to include phy- 
sicians’ services and medicines for patients in their 
homes throughout the city. “Home care” provided 
from hospitals is a significant and spreading move- 
ment today, yet it was begun here in 1807. Should 
a hospital be limited to curative medicine or should 
it properly be interested in prevention, also? You 
answered that in 1808, when Pennsylvania Hos- 
pital gave public notice through the newspapers 
that “‘the Poor of Pennsylvania shall be vaccinated 
gratis, if they will call at the hospital.”” What 
about rehabilitation, the third phase of medicine 
about which we are all so enthusiastic today? In 
the very petition for your charter, much as in ours 
at Massachusetts General, by the way, appear these 
words: “Your petitioners beg leave... to present... 
that yet something farther seems wanting in Favour 
of such, whose Poverty is made more miserable 
by the additional weight of a grievous disease . . . 
(so that they) might again, by the judicious Assist- 
ance of Physic and Surgery, be enabled to taste the 
blessing of Health, and be made. . . useful Members 
of the Community, able to provide for themselves 
and Families.” Moreover, from its first year, 
probably at Franklin’s suggestion, this hospital 
had what we would now call “occupational therapy” 
in the form of “large and small spinning wheels 
and two pairs of cards, with wool and flax to em- 
ploy such Persons as may be capable of using the 
same.” 

In short, home care, preventive medicine and re- 
habilitation, begun here so long ago, are necessary 
functions today and for the future in any teaching 
hospital that believes it should become a center of 
health service for its community. 

However, for a hospital to be a center of health 
services raises another question that is even touchier. 
It is whether the expensive and first-class facilities 
and the well trained professional and associated 
personnel of a great teaching hospital shall serve, 
from the hospital, ambulatory patients of all 
economic levels. Traditionally, hospitals in America, 
although admitting rich and poor to their beds, 
have limited their ambulatory services to the poor. 
Recently, however, a notable change is taking place 
in this regard. It has become more and more ap- 
parent, as medical science has grown more complex, 
that medical service of high quality requires a team 
to perform it — a team of physicians of general and 
various special skills, of dentists, nurses, technicians, 
social workers, therapists and numerous others. 
For an individual physician to be able to surround 
himself with all these associates is virtually impos- 
sible. Good medical care today also requires com- 
plex and heavy equipment, such as few individual 
physicians could afford to purchase or could utilize 
if they had it for more than a fraction of its potential 


8 ; 
| 
le 
| 
‘ 
| 
‘ 
2 


674 


capacity. What is more natural, therefore, than for 
a hospital, which already has this team and these 
facilities, to offer its services ‘to ambulatory patients 
of all income groups? In this field, also, Penn- 
sylvania Hospital has pioneered, first through your 
splendid doctors’ office building and now through 
the Benjamin Franklin Clinic. It is, in my opinion, 
another function that, in the public interest, the 
staffs of all hospitals should look forward to perform- 
ing, in association with their institutions. We at 
the Massachusetts General Hospital, in fact, hope 
once again to emulate the Pennsylvania Hospital 
in this respect. 

If the hospital is, for the future, to be the kind of 
health center I have been describing, should it not 
cease to provide general medical service for its own 
surrounding area and limit itself to the highly 
specialized referred work that it and its staff are 
uniquely capable of performing? Some institutions 
have done this — and very brilliantly, but it seems 
to me that there is real danger of their becoming 
too rarefied, too removed from the realities of 
people’s daily ills and problems. How can medical 
students really learn to be doctors in such an at- 
mosphere? Much healthier, it seems to me, for a 
great veaching center, is a combined function of 
providing supervision and general medical care for 
even the most minor ailments of the residents of 
its neighborhood and of accepting referrals of more 
complex problems from a far wider area. In fact, 
one of the most significant developments now in 
progress among hospitals is planning for service on 
a regional basis, so that the smaller community 
hospitals and their staffs can benefit by regular 
visits of the specialists from a great center and in 
turn can refer to the center cases requiring highly 
specialized skills and facilities. 

There is another, and very controversial, issue 
concerning the role of hospital service today. Is the 
staff of the hospital - health center we are envision- 
ing engaged in unethical practice if the hospital 
accepts fees for professional services, such as for 
x-ray, laboratory and even clinical work, from its 
patients and pays its staff members by salary? The 
House of Delegates of the American Medical Asso- 
ciation last summer decreed this to be unethical. 
To the average layman, this controversy is confus- 
ing. Are physicians not permitted to function as 
professional men when they are paid by salary? 
Most of our prized scientific discoveries have been 
made by salaried physicians and allied scientists. 
Are the professors at our medical schools incom- 
petent physicians if they are on salary? Is some- 
thing wrong with the winners of the highest scien- 
tific and professional honors in this country or in 
the world if they do not charge fees for their services? 
Last week the entire salaried clinical faculty of the 
Yale University School of Medicine was cited as “‘un- 
ethical.” Does this make sense? What about the 
salaried staffs of our great clinics or of the Henry 
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Ford Hospital or the University of Chicago? The 
salary issue itself appears to be inconsequential. The 
real issues, it seems, are: first, whether the compensa- 
tion of salaried physicians is adequate (I, for one, 
would agree that it often is not) and secondly, 
whether the competition offered by such a salaried 
hospital staff is unfair to other medical practitioners. 

In reality this comes close to the heart of the main 
issue first mentioned; that is, ‘‘Whose medicine is 
it?” A little common sense applied to this issue, 
with the public participating, would, I believe, 
quickly resolve it. Salaried physicians must be 
adequately remunerated; competition with other 
practitioners is not unfair if a high standard of serv- 
ice to the public is thus achieved. Too frequently 
this issue has been regarded as something to be 
dealt with solely by the physicians and the hospitals. 
Like the others we have mentioned, however, this 
too must ultimately be settled on the basis of what 
is best for the public. 

Seen in that light, it appears that compromises 
can be found through which all could agree that there 
is nothing unethical about a salary as such but that 
it is unfair for a roentgenologist, for example, not 
to be treated with the same professional respect and 
dignity as a surgeon —that for an institution to 
“profit” handsomely from fees for professional 
services is exploiting not only the physician but 
also the patient. 

So much for the opportunities and problems of 
the service functions of a hospital. As you are well 
aware, hospitals like this one have two other vitally 
important functions; teaching, so that we may be 
able in the future to continue to render the high 
standard of service of which we are so proud, and 
research, so that we may improve the effectiveness 
of our service and our teaching. 

Hospitals can, — and many do, — give excellent 
service without engaging in teaching or research. 
But such hospitals, must of course, depend on the 
leadership of institutions like this one that do carry 
on these activities. It is fair to say, I believe, that 
no hospital can be a truly great leader in medicine 
without teaching and research. The staff that does 
not have the stimulus of instructing others and seek- 
ing out new areas of knowledge can hardly be ex- 
pected to keep in the forefront of medical progress 
in these days of rapid movement. 

If teaching is to have its most valuable influence, 
it seems to me, it must include the teaching of both 
graduate and undergraduate medical students — as 
the Pennsylvania Hospital and the Massachusetts 
General have evidently thought since their begin- 
nings. Without undergraduates, teaching can too 
easily depart from the problems of patients as per- 
sons and restrict itself to the thin air of “scientific 
medicine.” Important as technical discoveries are, 
they can never, in medicine, be a substitute for the 
personal understanding of the physician. Without 
the teaching of residents, fellows and other post- 
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graduate students, on the other hand, the borders 
of scientific achievement will never be advanced. 
We must have both, if we are to call forth the best 
a hospital staff can give. 

Medical research, also, can best be carried out 
in close relation to patients, especially research on 
the chronic diseases like cardiovascular disease, 
arthritis, cancer and mental illness, which are our 
greatest health problems today and which either 
cannot be produced in animals or take so different 
a form in them that findings cannot easily be ap- 
plied to man. Of course, a hospital, where all the 
varied skills and facilities of modern medicine are 
assembled, and where the patient can be properly 
protected and systematically observed, is the ideal 
location for research of this type. However, if re- 
search is to yield fundamental truths, the basic 
sciences of chemistry, physics and biology must 
also be associated with the hospital — else we can 
expect only the more superficial, though often 
useful, results that purely clinical methods permit. 

Up to now, I have discussed principally the ques- 
tion of the proper functions of a hospital, particu- 
larly a teaching hospital, today and for the future, 
and I have tried to discuss it in the light of the 
public’s interests. Other large questions confront 
us that should also be touched on. 

Most ebvious, perhaps, and certainly one of the 
most disturbing, is the financial crisis of the volun- 
tary hospital. Last week I heard that a Boston 
hotel manager had said that he could run the Mas- 
sachusetts General Hospital at a profit— so why 
couldn’t we? I don’t know whether he really said 
it or not, but if he did I heartily agree with him. 
Certainly we could function at a profit, but what 
would it mean? Principally, it would mean lower- 
ing our professional standards and closing our doors 
to all who could not pay the full cost of their care 
with, naturally, a suitable margin of profit. Is that 
what we want to happen in our hospitals? 

As a matter of fact, this has been done in some 
parts of the country by the simple device of estab- 
lishing one set of hospitals for those who can pay 
full cost and a separate set, under Government 
subsidy, for those who cannot. It solves the finan- 
cial problem, via taxes, but is it a good idea? Per- 
sonally, I don’t think so; there should be only 
one kind of medical care for all — good medical 
care. Surely this is more likely to be accomplished 
if hospitals in general, be they voluntary or govern- 
mental, serve a broad cross-section of the com- 
munity, with both charitable funds and taxes used 
to pay for the care of those who cannot pay for it 
themselves. With regard to payment through taxes, 
Pennsylvania Hospital has had experience dating 
back at least to the Revolution, when it had the 
greatest difficulty in securing payment for the care 
of hospitalized soldiers, both American and British. 
Furthermore, on at least one occasion, in 1790, the 
board of managers found it necessary to take legal 
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action to recover a large sum of money that was 
owed by the City of Philadelphia for the care of the 
poor from the Almshouse. They collected, too. Per- 
haps we can learn something from this today. 

That brings me to another question, namely, 
what is the proper role of government in the pro- 
vision of health services? Here, too, the Penn- 
sylvania and Massachusetts General Hospitals have 


an example to offer. Each of these hospitals was - 


established by an act of the legislature, and each 
received generous aid from tax funds in erecting 
its original building. Indeed, in Philadelphia, 
Franklin devised a formula that is so close to that 
of our recent Federal Hill-Burton Act as to be 
startling. You will recall that in your original act, 
drawn by Franklin, the legislature promised £2000, 
provided that an equal amount was raised by public 
subscription. The only difference between that and 
the first Hill-Burton formula is that under the Hill— 
Burton Act public subscription has had to raise two 
thirds rather than one half of the cost. One half the 
cost of the new Research Building at Massachusetts 
General Hospital came from the National Institutes 
of Health of the United States Public Health 
Service. One third of Massachusetts General Hos- 
pital’s annual research budget is supported by 
Federal or State agencies. 

This current tax aid, like that given here so long 
ago by the Colonial legislature, has not meant and 
need not mean Government domination or political 
control, nor does Federal aid to medical, nursing 
and other professional education need to mean 
these things — or payment of hospitals by govern- 
ment for the cost of the care of the needy. The 
proper role of the Government, like the other issues 
discussed, if viewed dispassionately in the public 
interest, can, I am convinced, be resolved by men 
of good will. 

What about payment for medical care in general? 
The same principle of public participation applies 
here also. That insurance is a valuable method 
of enabling people to pay for hospital care and doc- 
tors’ services no one denies today. Should this be 
voluntary or obligatory insurance? Isn’t this another 
matter to be settled in the way that best meets the 
health needs of the public? Our voluntary insurance 
plans have accomplished much we can be proud of, 
but many persons who want and need such insurance 
still do not have it. Voluntary methods may reach 
them all eventually. On the other hand, can we be 
so positive that obligatory insurance is synonymous 
with state socialism? Is Workmen’s Compensation 
or obligatory automobile insurance socialism? Mind 
you, I am not here advocating obligatory medical- 
care insurance. I am, however, strongly advocat- 
ing reasoned public discussion of this issue, along 
with the others, rather than shouts and battle- 
slogans from every side. 

Actually, it seems to me that a more fundamental 
question than whether medical-care insurance should 
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be voluntary or compulsory is what standards we 
should demand of any medical-care insurance. Just 
now, most of our voluntary insurance is fragmen- 
tary, often leaving the patient to pay much of the 
bill from his own pocket. Even less desirable, from 
the standpoint of the public health, is the fact 
that, unlike your board of managers, most insurance 
plans show no effort to improve professional stand- 
ards. In a few exceptional instances, mostly when 
lay boards of trustees rather than physicians con- 
trol the plans, high professional standards for par- 
ticipation, comparable to those set by your managers 
for professional staff appointments at this hospital, 
have been established. 

Another problem is created by the fact that most 
existing insurance is limited to payments toward 
the cost of hospital care and physicians’ services in 
the hospital. How does this promote the preven- 
tive medicine, early diagnosis and treatment for 
which this institution is distinguished? Are we not 
influenced by this limited insurance to use our hos- 
pitals more than would be medically necessary if 
preventive and diagnostic services outside the hos- 
pital were also covered? In turn, this may mean, 
it seems to me, that we are providing, at great ex- 
pense, more hospital beds (at least in some com- 
munities) than are really needed. These and many 
related issues deserve much public as well as pro- 
fessional consideration and much thoughtful ex- 
perimentation if they are to be resolved for the best 
interests of us all. 

Unfortunately, experimentation in various types 
of voluntary medical-care insurance, especially 
those associated with group practice and jay con- 
trol, and trials of various types of hospital-full- 
time-staff relations, have been seriously hampered, 
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in many instances, by the bitter opposition of medi- 
cal societies. By threatening loss of society mem- 
bership and possibly of hospital staff appointments, 
some societies have put physicians interested in such 
experimentation under strong pressure to abandon 
it. Indeed, laws designed to prohibit experiments 
in either of these fields have been adopted in many 
states at the instance of medical societies. This is 
hardly the statesmanship of Franklin or of Thomas 
Bond. 

Here, it seems to me, we have compulsion in its 
most destructive form. How are we to learn the 
methods best designed to provide the public with 
medical service of high quality if we are forbidden 
to experiment? Surely this kind of prohibition is 
the exact antithesis of the scientific method of which 
we physicians boast — and of the system of free 
enterprise for which this country stands. To re- 
verse this trend and restore freedom the people 
must play a leading role. Only by their action, in 
collaboration with the medical profession and its 
associates, can the nation, — or indeed physicians 
themselves, — be made free to serve in the best in- 
terests of the health of us all. 

As one of the leaders whose aid will be sought in 
deciding these crucial and difficult issues, the Penn- 
sylvania Hospital has shown, recently as in its 
splendid past, courage, initiative and wisdom. The 
years ahead are a challenge, but a challenge that 
your tradition and your energetic spirit have 
superbly equipped you to meet. We shall continue 
to look here, as we have looked for two hundred 
years, for the strength, imagination and medical 
statesmanship that have so brilliantly illuminated 
your past. I am confident that we shall not be dis- 
appointed. 
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HAT physicians with varied disciplines of 
observation, training and therapy should be 
invited to discuss cerebral arteriosclerosis before 
this society is of timely significance. The Federal 
Security Agency':? reports that chronic diseases 
are the leading causes of death in the older age 
groups. In 1900 they were also the leading killers 
of persons sixty-five years and over. Then, as 
now, heart disease headed the list. Intracranial 
lesions of vascular origin were the second leading 
cause of death in 1900 and the third in 1948, with 


cancer and other malignant tumors now assuming. 


second place. But the percentage distribution of 
deaths from intracranial lesions of vascular origin 
for persons sixty-five years or over has shown a 
slight increase over this period from 12.2 per cent 
in 1900 to 12.4 per cent in 1948. 

When we think of arteriosclerosis and of vascular 
lesions our first thought is of the heart, but the time 
has come when we must think of the brain as well. 
In 1947 Rothschild’ reported that senile psychoses 
and psychoses with cerebral arteriosclerosis ac- 
counted for 33.7 per cent of all first admissions to 
the Worcester State Hospital in the year ending 
June 30, 1945 — an increase over preceding years. 
Dayton,‘ in his statistical study of 1940, showed 
that there was a marked increase in admission rates 
to Massachusetts mental hospitals from 1917 to 
1940 for psychosis with cerebral arteriosclerosis. 
In this group men showed higher admission rates 
than women. In the senile group the women pre- 
sented the higher admission rates. While the senile 
group was decreasing, the arteriosclerotic group 
was increasing so markedly that the psychoses 
of old age in general were showing a definite rise 
and becoming the leading problem in psychiatry. 
Kolb has estimated that if present admission rates 
and population trends continue, we may expect by 
the year 1980 an increase of 200 per cent in the 
number of first admissions to state mental hospitals 
for the mental diseases associated with old age. 

Many investigators believe that the etiology of 
cerebral arteriosclerosis remains speculative, but 
recent psychiatric studies, as will be indicated later, 
suggest that heredity and tension contribute at 
least some influence in causation. Little has been 
done to correlate personality studies with organic 
disease. However, many inferences and unsub- 
stantiated concepts have been proved erroneous 
by the reports of Gellerstedt® and others that 
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comparatively advanced changes, particularly of 
the type found in the senile psychoses, can also be 
demonstrated in the brains of well adjusted old 
persons. With this as a starting point, a new con- 
ception of senile and arteriosclerotic psychoses 
was advanced when recent researches on these dis- 
orders by Rothschild?" revealed a frequent lack 
of correlation between the severity of the mental 
disturbance and the extent of the cerebral damage. 
These observations suggested that cerebral altera- 
tions might not be the only etiologic factors in senile 
and arteriosclerotic psychoses but that psychologic 
factors might exert an influence on their origin. 
In certain cases worry, anxiety over failure of health 
with advancing years, financial hardships, loss of 
relatives, personality defects and the like seemed 
worthy of attention. Thus a new method of ap- 
proach was indicated, as something can be done 
about such factors. Psychiatry has worked out 
methods that can help in solving these personality 
problems and lessening such mental conflicts. It 
is important to study these aging patients as per- 
sons who break down because of two complemen- 
tary sets of factors — personality problems and 
degeneration of brain tissues. Stressing the former 
will often produce surprisingly effective results. 

In a clinical approach to the understanding of 
cerebral arteriosclerosis we must first try to dis- 
tinguish between cases with and without psychosis 
and also between the psychoses with cerebral arterio- 
sclerosis and the senile psychoses. These conditions 
merge into each other, and sharp differentiations 
are frequently impossible. Often there is found 
in the elderly psychotic a perplexing mixture of 
both functional and organic symptoms associated 
with cerebral arteriosclerosis and senile dementia. 
The functional element is significant in the establish- 
ing of a favorable prognosis. Another complication 
is that in diseases of the nervous system a limited 
number of symptoms are often indicative of many 
different clinical syndromes. Agitation, anxiety, 
worry, confusion, loss of memory, emotional insta- 
bility, irritability, sudden explosive outbursts of 
unreasonable laughter or anger, delusions, hallu- 
cinations, tremors of the hands and face, thick 
speech, head noises, vertigo, generalized weakness 
and unsteady gait are significant examples. These 
symptoms in and of themselves are pathognomonic 
of no one clinical entity. It is the way they are 
grouped into syndromes, the timing of their onset, 
and the rapidity or evolution of their development 
that are important. 

First let us consider the cerebral arteriosclerotic 
without psychosis or with no evidence of even a 
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transient episode of thrombosis of a small intra- 
cranial artery. These patients do, however, offer 
clinical evidence of a slow, gradual diminution of 
the blood supply to the brain. The first manifes- 
tations are likely to occur after a sudden change or 
even an anticipated change in their accustomed 
pattern of daily activity. They generally occur 
sometime after the age of fifty, although arterio- 
sclerosis may occur at any age. In progeria, for 
instance, growth almost ceases within a few months 
to three years after birth, anc subsequent senile- 
like changes occur, with reported calcification of 
the arteries and severe mental defect. 

In the aging person the first symptom is often 
fatigue and an associated loss of interest before or 
shortly after retirement. It may follow moving into 
a different locality or the loss of a loved one, money 
or social or professional prestige. Powers of pro- 
longed concentration diminish, especially in any 
new activity. Another common symptom is normal 
activity in the forenoon and dozing in the afternoon 
or early evening in-a patient who formerly had been 
alert and interested throughout the day. Such 
persons have a remarkable ability to awaken at 
the slightest stimulus, to be immediately alert, to 
accurately infer what has transpired while they 
were asleep and to continue efficiently as before. 
The placid can usually control their irritability, but 
the more dynamic are given to sudden explosive 
outbursts of anger, only to apologize immediately. 
They are aware that something is wrong but loath 
to mention it to others. Often they are silent wor- 
riers, with one-track minds that have made them 
successful in their chosen professions, but without 
inner resources or an avocation. Their blood pres- 
sure is usually somewhat elevated, averaging 170 
to 190 systolic and 80 to 100 diastolic. They may 
still function in advisory capacities, make out their 
income-tax forms or even drive an automobile 
across the continent. They may gradually develop 
more objective symptoms or suddenly die of cerebro- 
vascular hemorrhage. 

Among those with more advanced neurovascular 
disease, we have the group subject to what Alvarez” 
calls “the little strokes.” This group is apt to be 
intermittently psychotic in a manner obvious to a 
careful observer. They spend ten to twenty years 
dying, gradually fading out with cerebral arterio- 
sclerosis and occasional episodes of thrombosis of a 
small intracranial artery. These episodes are seldom 
recognized as manifestations of a long-lasting, even- 
tually fatal disease. Because of its chronicity the 
course of the illness can be observed adequately 
only by the victim’s relatives or long-time friends. 
The first episode may come in the forties or even 
in the thirties; it frequently occurs unobserved 
during sleep. A sudden change in character and 
ability makes the diagnosis relatively easy, although 
this symptom may be interpreted as an unexplained 
nervous breakdown. The patients’ social or physi- 
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cal inadequacy may preclude any further remunera- 
tive employment. A psychologic disorder may 
develop, characterized by moral deterioration, in- 
difference to personal appearance, undue emotional 
lability or a state of agitated depression, making the 
patient a difficult problem in the home. A fall, 
attributed to tripping, may be due to a momentary 
loss of consciousness. Cerebral disease may cause 
them suddenly to be unable to sleep. 

The subjective symptoms are eventually, either 
slowly or suddenly, augmented by neurologic signs. 
Many patients suffer with sudden distress in the 
thorax or abdomen, often attributed to “acute 
indigestion” but apparently referred from the brain. 
Indigestion due to muscular spasticity of the diges- 
tive tract may esue. Vertigo is common. The 
clinician should watch for a slight bulbar paralysis, 
a Parkinson syndrome or paresthesias and numbness, 
as well as a slight weakness of muscles, significant 
loss of weight, a burning sensation or a bad taste in 
the mouth, a facial pain, sudden blindness or arthri- 
tis in a weakened extremity. 

Knowledge of these “little strokes” is rarely the 
result of direct observation by the physician but is 
usually obtained through careful questioning of the 
relatives or business associates who alone have 
been aware of the sudden aging or abrupt change in 
the character and ability of the patient. Frequently 
a marked drop in blood pressure occurs immediately 
after one of these small thrombotic cerebral traumas. 

The prognosis is often better than might at first 
be expected. Although it is sometimes hopeless, 
patients may live for years without another episode 
and may even continue some form of remunerative 
work. These patients require careful observation 
because of their tendency to be intermittently 
psychotic. Under stress or strain they tend to be- 
come confused, irritable and even delusional, and 
show poor judgment. They may even show diurnal 
variations of insight and judgment according to the 
efficiency of the cerebral vascular structures and the 
resultant amount of blood supplied to the brain at 
the moment. Therefore they may be lucid and 
aware of their environment at one hour of the day 
and confused, delusional, suspicious and even para- 
noid at the next. Consequently it requires judgment 
and insight based on years of experience to de- 
termine their legal and social status in the com- 
munity and also whether they are capable of under- 
standing a business transaction or of making a valid 
signature. It is in such matters that psychiatric 
help is advisable. Frequently paranoid trends are 
associated with organic brain disease; in the cerebral- 
arteriosclerotic patient these can often be of a subtle 
and embarrassing nature. Various practical prob- 
lems arise. Allen and Clow™ have pointed out that 
the cause is often not recognized until after the 
patient’s accusations have received credence and 
unfortunate situations have occurred. These para- 
noid delusional symptoms frequently represent the 
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first evidence of beginning organic brain disease. 
The victim may build up a defense against his own 
feelings of helplessness and frustration, recognized 
by him long before they become apparent to others. 
His delusions of persecution may even cause him to 
take court action. Such action is sometimes directed 
toward members of his family, who from intimate 
observation recognize the necessity of treatment 
and seek his admission to a mental hospital. Wills 
may be changed because of delusional beliefs of the 
patient; these are often, with justification, con- 
tested by the original beneficiary. The question of 
the mental competence of such persons requires 
scrupulous consideration and a careful review of the 
facts in addition to psychiatric insight in such situa- 
tions. 

Cerebral arteriosclerosis may also weaken the 
usual inhibitions imposed on one’s instinctual 
desires in much the same manner as does alcohol 
in the incipient stages of acute alcoholism. The 
organic impairment often relases the control that is 
exerted over latent sexual urges when the brain is 
functioning adequately. Such patients are often 
accused, doubtless in some cases justifiably, of 
corrupting the morals of minors, but it may be the 
youth who exploits the aged person. The cerebral- 
arteriosclerotic patient may be induced to make 
a disastrous marriage with an unscrupulous, usually 
younger, member of the opposite sex; not always 
with impunity, however, for there is the case of 
the woman who married an elderly arteriosclerotic 
who suddenly exclaimed to her, in a polite gathering, 
“Shut up, you God damn fool!” 

Doty" has peinted out the physiologic and psy- 
chologic factors that predispose the older person to 
delirium. He points out that prolonged recumbency, 
contributing to circulatory stasis, is an important 
factor. Perception is not as prompt and its span 
is not as long in the old as in the young, facts that 
may contribute to a tendency to misinterpret en- 
vironmental stimuli so that visual and auditory 
illusions develop more readily. Doty advocates the 
early recognition of a developing delirium in order 
that sedatives or other drugs that may be respon- 
sible may be discontinued. Hydrotherapeutic meas- 
ures or other non-drug methods of securing rest and 
sleep for the patient should be instituted. Treatment 
to promote excretion of drugs and waste products 
through the skin, kidneys and bowels should be 
prompt. Avoid confusing or puzzling treatments 
and explain all necessary ones. Also, reduce all 
possible external stimuli by refraining from changing 
the patient’s location and having as few physicians 
and nurses caring for him as possible. Exclude all 
visitors and keep him under constant observation. 
Confusion is thereby markedly reduced. Proper 
nursing supervision is the most important of all. 

Patients whose basic personalities have shown 
such features as sensitiveness and a tendency to 
suspiciousness and jealousy may display prominent 
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delusions of persecution during a delirium and may 
only partially recover from them with the subsi- 
dence of the delirium. Sometimes the delirium 
seems to have released personality features that 
do not disappear with recovery from this acute 
mental disturbance. However, in many cases, with 
the prompt withdrawal of sedatives, proper fluid 
and nutritional intake and adequate elimination, 
the delirium subsides in a period of a few days to 
several weeks with a return to as great a state of 
efficiency as before. 

Evidence of cerebral arteriosclerosis does not 
usually present any serious complication. In the 
psychotic patient with cerebral arteriosclerosis the 
symptoms are in keeping with what we would expect 
when there are either gradual or sudden changes in 
the amount of blood that reaches the tissues of the 
central nervous system. Rothschild'® has enumer- 
ated them in greater detail than other investigators 
and has differentiated them, as far as it is clinically 
possible, from the senile psychoses. It should be 
remembered that his studies are based on case 
material obtained from patients, mostly commit- 
ted to a state mental hospital. The emotional 
picture in cerebral arteriosclerosis is a more varied 
one than in senile dementia. The physical mani- 
festations are more pronounced, and there may be 
periods of loss of consciousness alternating with 
or followed by periods of amazing lucidity. The 
process is a more reversible one than that in senility, 
in which the symptoms are associated with a progres- 
sive and more or less slow alteration or degenera- 
tion in the brain tissues themselves. 

In a psychosis associated with cerebral arterio- 
sclerosis there are likely to’ be prodromal or early 
symptoms associated with a variation in the pres- 
sure and alteration in the amount of blood in the 
cerebral arteries. The most common prodromal 
symptoms are headaches, dizziness, vague somatic 
complaints and a more or less prolonged period of 
physical or mental letdown. Apoplectiform or faint- 
ing attacks, symptoms of cardiac decompensation 
and, less frequently, convulsive seizures often pre- 
cede the mental symptoms, although these physical 
phenomena may occur at any time during the 
course of the disease. 

Although the mental symptoms may be sudden 
or gradual in deveJpment, a sudden attack of con- 
fusion is noted i. more than 50 per cent of the 
cases; the neurologic symptoms often predominate. 
The patients show marked clouding of conscious- 
ness, complete loss of contact with their surround- 
ings, incoherence and pronounced restlessness. Hal- 
lucinations may be added to produce a delirious 
picture. In some cases there are few, if any, pre- 
monitory mental symptoms, but as a rule the onset 
is preceded by a gradual reduction of physical and 
mental capacities. The fact that it occurs in the 
younger as well as in the older patients suggests 
that it is really the first indication of an insufficiency 
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of the cerebral circulation. Occasionally the mental 
letdown may exceed the limits of normal; hence 
it would be more accurate to speak of an insidious 
onset with an acute outbreak of more overt psy- 
chotic disturbance. 

When the onset is gradual, the mental disturb- 
ances are similar in many respects to those observed 
in senile dementia. There is a gradual intellectual 
failing, manifested by a loss of efficiency, impair- 
ment of memory and the like. The patient may 
display a lowering of moral standards and irritable, 
aggressive and quarrelsome behavior. Subjective 
complaints, such as weakness, fatigue, uneasy 
feelings and unpleasant somatic sensations are 
frequently noted. Depressive feelings, emotional 
instability and a fear of impending failure, with 
physical and mental inadequacies, are often promi- 
nent features; frank suicidal tendencies are by no 
means uncommon. Explosive outbreaks of weeping 
or laughter are occasionally encountered, usually in 
cases with gross neurologic alterations. Transient 
persecutory ideas or jealousies may be observed, 
but persistent, well developed paranoid ideas are 
rarely observed. Delusions and apprehensions 


appear more frequently in the evening, often inter- 
fering with sleep. The impairment of memory tends 
to affect recent rather than remote impressions but 
is apt to be spotty rather than diffuse. Fabrications 
are occasionally noted. Although judgment is im- 


paired, this seems dependent on the efficiency of 
the cerebral circulation at the moment. There are 
periods in which even the psychotic cerebral-arterio- 
sclerotic patient may show lucidity and insight, 
understand a business transaction and be capable 
of making a valid signature. Such periods should be 
accurately recorded by competent observers in 
the case histories of these patients. 

Beckenstein and Gold'® studied 100 consecutive 
patients with senile psychoses and 100 consecutive 
patients with psychoses with cerebral arteriosclero- 
sis who were admitted to Brooklyn State Hospital 
from April to June, 1943. The study showed that 
the total duration of mental illness in the senile 
psychotic patient tended to be one to three years, 
and that in the cerebral-arteriosclerotic psychotic 
patient the total duration is generally less than two 
years. The cerebral-arteriosclerotic psychotic pa- 
tients had a greater chance of survival; when well 
enough to leave the hospital they were generally 
discharged within two months. In the senile psy- 
choses the type of onset was not of much significance, 
as the disease was progressive and the outcome 
was the same whether the onset was acute or in- 
sidious. The greater frequency of the acute onset 
among the cerebral-arteriosclerotic group was dem- 
onstrated by the fact that 77 per cent had this 
type of onset, which corresponded with Rothschild’s 
findings and seemed of some value in determining 
the prognosis. These authors noted that Sands,}? 
in a previous study of cases of cerebral arteriosclero- 
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sis with confusion due to infection, found that with 
proper treatment of the infection recovery from 
the confusion occurred within one to three months. 

Clow!’ in 1939 made a detailed study of 100 pa- 
tients suffering from psychosis with cerebral arterio- 
sclerosis who were treated at the New York Hos- 
pital-Westchester Division. He noted a high in- 
cidence of familial cardiovascular renal disease. 
Fifty-five of the 100 patients had a family history 
of cardiovascular renal involvement; 51 of them 
had a family history of cerebral arteriosclerosis as 
manifested by cerebral accidents. There was severe 
cardiovascular renal disease in 1 parent in 36 cases. 
The members of the families were predominantly 
tense, energetic and aggressive. Manic-depressive 
psychoses were prominent in the family histories. 
The patients also had frequently had affective 
psychoses. Many of them suffered from peripheral 
and retinal arteriosclerosis with hypertension. Fifty 
had a history of vascular accidents; 59 showed focal 
signs. Precipitating emotional factors were noted 
in 76 cases, the most common of these being the 
illness or death of a close relative or friend. The 
toxic effect of drugs contributed to the psychotic 
symptoms in 37 patients. Treatment necessitated 
a knowledge of both psychiatry and internal medi- 
cine. Adequate fluid intake, easily digestible food, 
enemas, massage, baths, packs and proper rest 
were helpful at first. These were followed by the 
stimulation of the interests of the patient and the 
awakening of new ones. He was encouraged to 
make friends and to follow a prescribed routine 
of physical activity and occupational therapy in 
keeping with his capacities. Reassurance and 
teaching the patient to be content to live within his 
limitations were beneficial. It was also equally im- 
portant to educate the patient’s family concerning 
his condition and how to modify his environment 
when he returned home. 

Under the treatment outlined above, 11 of the 
patients recovered from their psychosis, 5 with slight 
residual memory defects. Twelve were much im- 
proved, 31 were somewhat improved, 30 were un- 
improved and 16 died. What is especially significant 
is that 49 of the 100 patients were able to return to 
their homes. This study shows what can be done in 
a private mental hospital under excellent conditions 
of care and therapy. It should also be remembered 
that these patients were economically and socially 
equipped with adequate resources and accommoda- 
tions for subséquent home care. The study strikes 
an optimistic note by showing that in psychotic 
patients with cerebral arteriosclerosis a functional 
reversible element may be present and that under 
suitable conditions a certain percentage of them 
recover. 

Subsequent studies at the New York Hospital- 
Westchester Division have revealed that a sys- 
tematized routine, with proper nursing care, ade- 
quate nutritional intake and proper elimination, 
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frequently conduces to a state of adjustment in 
which the patient can function comfortably without 
supportive drugs, sedatives or special diets. Many 
patients come to the hospital suffering from psy- 
choses with cerebral arteriosclerosis who have been 
taking barbiturates, aminophylline, paraldehyde 
and Demerol and have been on low-protein, salt- 
free diets. Within a few days all these aids can, in 
most cases, be discontinued. 

There are many reasons for this. When such 
patients are cared for in their homes or in a general 
hospital, if they are noisy they at once attract atten- 
tion and awaken apprehension. It is often expedient 
for the welfare of others to quiet them as quickly 
as possible. At home, the physician rarely visits 
them oftener than once daily, and the nurse is 
frequently on twelve- or twenty-four-hour duty. 
Sedatives lessen the work of both physician and 
nurse. In a general hospital both physician and 
nurse have to meet the criticisms of other patients 
and relatives. However, in a mental hospital with 
adequate personnel, someone is aiways available 
who can talk quietly with the patient and exert a 
personal influence. In an adequately staffed mental 
hospital the personnel can relieve one another; 
hence the physician, nurse or attendant in charge 
of the patient can approach him fresh and relaxed 
and thus not unfavorably influence the patient with 
personal tensions, anxieties, or irritations resulting 
from his own accumulated fatigues. Furthermore, 
the personnel of a mental hospital see and treat 
such patients constantly and are not merely con- 
fronted sporadically with isolated cases; they thus 
have an assurance and confidence that the patient 
is quick to appreciate. Having the patient under 
constant twenty-four-hour supervision enables the 
personnel to ascertain quickly whether their meth- 
ods are producing a favorable result or not. It takes 
courage to know when to refrain from prescribing 
for the patient. Keeping the patient under unob- 
trusive surveillance is desirable, but we must all at 
times curb our professionally conditioned impulses 
constantly to do something for or to the patient. 

Sometimes digitalis, Demerol, morphine, amino- 
phylline or paraldehyde, is indicated, but such medi- 
cations should be discontinued as soon as possible. 
The advisability of medication is checked by con- 
tinuous clinical observation and laboratory studies. 
The orders for any medication are written daily; 
standing orders, which are likely to be continued 
for indefinite periods, are prohibited. Special diets 
are likewise sometimes necessary, but these are 
discontinued as soon as possible after adequate 
clinical observation and suitable laboratory studies 
of the blood and urine. 

For elimination, simple cathartics like milk of 
magnesia or cascara with mineral oil are usually 
sufficient, but they should be discontinued as soon 
as possible or at least used intermittently. In the 
arteriosclerotic patient the lower bowel is often 
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sluggish and lacking in muscular tone. The need 
for enemas should be determined by rectal examina- 
tions by the physicians rather than by the statements 
of the patient or the nurses. Usually a low enema 
once or twice a week, preceded by an oil instillation, 
is sufficient. Often a clear return from an enema is 
reported; this may be due to canalization of the fecal 
material by the enema tube. In a rectal examination 
the walls of the rectum or descending colon should be 
carefully palpated. The depleting trauma of colonic 
irrigations should be avoided. 

In a consideration of electric-shock therapy for 
the cerebral-arteriosclerotic patient, Prout, Allen 
and Hamilton'® have pointed out that although it 
is not indicated as specific treatment it is a relatively 
safe procedure in skilled hands for many complicat- 
ing emotional disorders of these patients. Its use 
is indicated where there is a complicating mental 
illness, fundamentally functional in nature. 

Under functional stress, elderly patients may 
display symptoms such as confusion, disorientation 
and gross memory defects, which are presumably 
of organic origin and which may be alleviated or 
may disappear with recovery from the depression. 
Patients with a psychosis due to arteriosclerosis in 
whom evidence of cerebral damage is not marked 
and who are deeply depressed often benefit from 
electroshock therapy, which relieves the depression. 
But the cerebral-arteriosclerotic patient should 
first have the opportunity to respond adequately 
to the usual more conservative methods of psychiat- 
ric therapy. 

A careful survey of the adequacy of the cardio- 
vascular system is essential. Hypertension, abnormal 
electrocardiograms, a history of angina pectoris or 
coronary thromboses and inactive rheumatic heart 
disease with valvular lesions are not in themselves 
contraindications to electric-shock therapy. A pa- 
tient whose cardiac reserve enables him to walk 
100 yards without obvious distress is able to stand 
electric-shock treatment. Added assurance is given 
when the muscular response is modified by a curare 
derivative. Agitation and excitement of themselves 
may put more strain on the heart than the elec- 
trically induced convulsion. 

The use of a curare derivative prior to electric- 
shock treatment, when carefully administered by 
trained and experienced physicians, is a safe pro- 
cedure with the cerebral-arteriosclerotic patient 
who has no gross neurologic symptoms or history 
of recent cerebral thrombosis or hemorrhage and 
whose electroencephalogram reveals no evidence 
of serious brain disease. The curare derivative can 
be safely given in such doses as are necessary to 
prevent any true convulsive reaction (clonic or 
tonic muscular responses), allowing only isolated 
fibrillary twitchings that are not capable of changing 
the position of the extremities. Such curarization 
should never be employed when adequate resuscita- 
tive equipment is not immediately available. 
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The symptoms of cerebral arteriosclerosis are so 
varied and complex that any attempt to use illus- 
trative case material is difficult, as no one case or 
small group of cases can exemplify all the problems 
involved. Most symptoms are manifestations of 
cortical damage. Often the patients, on superficial 
observation, make a favorable impression that is 
not borne out by a more detailed study; at the same 
time, what might seem as trifling alterations in the 
life patterns of these patients are sometimes of 
profound prognostic significance. 


Case 1. A sixty-five-yeat-old married man came to the 
psychiatric out-patient clinic of the New York Hospital 
(the Payne Whitney Clinic) complaining of headaches, hot 
flashes and periods of sudden uncontrollable irritability (he 
admitted that he had pushed his wife). He had retired about 
a year prior to admission on a small pension, after having 
held various positions throughout his life, including the tend- 
ing of bars in hotels and night clubs. He was depressed and 
aware of needing help and was willing to accept hospitaliza- 
tion. Gastrointestinal-tract x-ray films a few months pre- 
viously had been negative. The gist of his complaint was 
as follows: “I imagined I had cancer, duodenal ulcer and 
like things. Get despondent, think of ending it all. I would 
do anything to stop it. I guess it is the devil tempting me. 
I get one spell a day. Right now I have butterflies in my 
stomach. When I retired, I was all in. Now it is right over 
the eye-balls. My eye-balls feel as if they are on fire. There 
is an empty feeling in my head. I get hysterical at times. I 
cry. I also get irritable. Got irritable with my wife and gave 
her a push the other day. I was sorry afterwards. My heart 
beats terribly at times. Pounds in the head. Like someone 
not there and pounds at it. I didn’t want to be alone. I 
didn’t seem to be getting anywhere. I had terrible headaches 
today. I take aspirin. Don’t help much. The devil is after 
me when I am weak. Tells me to commit suicide. I read in 
the papers where a doctor, a surgeon, committed suicide. 
My son showed it to me. He shouldn’t have. I get peculiar 
sensations and pain in my head.” He mentioned his son’s 
critical attitude: “‘Well, father, you are retired. The city has 
let you down. Stop complaining. Go get a job. You have got 
to be digging ditches or something. Don’t be fussy. I see 
men downtown in their seventies shining shoes. I don’t ask 
you to do that.” The patient continued: “I get hysterical. 
I get crying spells. When I go to bed at night I feel better. 
I lay down for 40 minutes and slept. When I got up, I felt 
fine. My wife says, ‘I don’t think that lying down does any 
good’.” 

The patient had days when he felt fairly well and days 
when he had headaches, was dizzy and became restless, 
fearful and irritable, taking eight aspirin tablets a day. He 
wanted to sleep all ‘the time. He was considered to be suf- 
fering from cerebral arteriosclerosis on the basis of his varia- 
tions of mood and attention; at some times he was more lucid 
than at others but was often forgetful. Depressed about the 
future, he often wanted to do something rash but did not 
want to hurt others. He definitely needed supervision. 

A short time later the patient obtained a part-time position 
sweeping, cleaning toilets and occasionally tending bar in a 
nearby café. He returned to the clinic smiling, where he had 
frowned before, and looking ten years younger. For about 
forty-five minutes he was able to talk about his job and his 
two sons without directly referring to himself. He continued, 
“It’s January. Got to expect that. My head has been clear 
75 per cent of the time. Had a wonderful Christmas. I 
prayed and prayed so as to have a good Christmas and not 
be a burden to others. Oh, yes, I think the job has done 
wonders. One important thing, I have practically eliminated 
aspirin. I had a good time New Year’s Day. My sister-in- 
law said, ‘You look like your old self.’ I have worked every 
day, seven days a week.” 


This presentation shows the importance of a job 
or some form of occupation after retirement. The 
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patient, who was becoming increasingly distressed 
at home, where he was getting on the nerves of both 
his wife and son and whose distress was increased 
by his family so that mental hospitalization was 
seriously considered, may be considered recovered. 

Attention to details is especially important in 
establishing the diagnosis and in determining the 
degree of efficiency and the results, if added emo- 
tional stress or responsibility of adjustment is 
suddenly imposed. 


Case 2. A patient was admitted to the New York Hos- 
pital-Westchester Division with a left hemiparesis and a 
paranoid attitude toward his wife. He was co-operative and 
appreciative. He enjoyed physiotherapy and the occupa- 
tional period. He was able to spend most of his time writing 
a novel and a religious pamphlet, and he socialized with the 
other patients. He ate and slept well, but he was tense and 
smoked excessively. His speech was circumstantial and tended 
to. be repetitious. An accomplished writer, he occasionally 
used the wrong word without seeming to realize it — for 
example, “neurosis” for ‘neurologist.’”” He denied depres- 
sion, anxiety or fear, but admitted he was “afraid of losing 
out” after his stroke. He was evasive in talking about his 
resent illness and gave a disconnected story of its onset. 
5 talking with the certifying physicians (whom he called 
police detectives in a joking manner), he admitted that he 
thought all the doctors and nurses were sexually intimate, 
that he thought his wife had been indiscreet and that he had 
threatened her with a poker. When these subjects were not 
directly brought up, he emphasized his love for and trust in 
his wife. 

Although he appeared correctly oriented for time, place and 
persons, he made an error in the test for retention and im- 
mediate recall. He did poorly with the interest and algebra 
problems, not realizing his obvious mistakes. He interpreted 
the test story well but concentrated poorly on the attention 
tests, making five omissions in the auditory test, which had to 
be made slowly. He was on the defensive about the memory 
test and the repetition of digits, basing his refusal to do them 
on being tired and sleepy. His intelligence, previously supe- 
rior, was impaired. His insight was poor, but his judgment, 
especially about extrapersonal matters, was fair. Later any 
emotional frustration, such as not being allowed home for 
Christmas, brought his usually latent suspicious trend to the 
surface. 


Rashkis?® has revealed that the behavior of 
selected groups of schizophrenic, general paretic 
and cerebral-arteriosclerotic patients on sorting 
tests that utilized words and numbers on manipu- 
lated objects indicated that the three types of pa- 
tients tended to be behaviorally distinct from one 
another in a statistically significant manner. The 
cerebral-arteriosclerotic patients tended to perform 
in an “unco-ordinated”” manner that was statis- 
tically no different from that of the general paretics, 
but unlike the latter they showed awareness that 
their performance was inadequate. Schizophrenic 
and cerebral-arteriosclerotic patients performed 
generally in a significantly different manner but 
were alike in that they both tended to display some 
critical evaluation of their behavior. The think- 
ing disorder of the cerebral-arteriosclerotic patient 
was interpreted as a deficit in performance poten- 
tialities; the factor of intellectual organization was 
essentially unimpaired. 

The following description of a cerebral-arterio- 
sclerotic patient with a serious organic impairment 
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discloses retention of some of these intellectual 
faculties. 


Case 3. The patient was amiable, co-operative and more 
alert than at first appeared. He smiled persistently and regis- 
tered interest in and acceptance of his environment. He 
ate and slept well and took an interest in his appearance. 
His talk showed evidence of dysarthria and a predominantly 
motor dysphasia. He appeared to hear and generally to under- 
stand what was said to him but had difficulty with his verbal 
replies. He had to enforce his remarks with associated move- 
ments of his arms and hands and manifested perseveration 
and euphoria. When he talked quickly, without much initial 
conscious effort, words came out, almost explosively but 
clearly, but when he endeavored to think before speaking 
and to recall associations, he mumbled incoherently, with 
limited flexibility of the oral muscles and vocal cords. He 
did not stammer or stutter. For example, when asked his 
name, he said, ‘My name is — ,” saying it correctly. As he 
did so he raised his right arm, extended his forefinger and 
tried to write his name in the air, spelling it aloud as he did 
so. He repeated it several times. He was childishly contented 
and appreciated attention. At first he was confused about 
the location of his room, but he soon learned its location. 
When he wished to take anyone there, because of his diffi- 
culty in speaking he would take him by the hand and lead 
the way. He would then tempt the visitor to remain, in- 
variably by offering candy. When he wished a door opened, 
he would place the hand of the one with him on the doorknob 
because of stiffness of his own right arm. He often asked what 
was wrong with him and why he could not speak distinctly, 
wanted to know if he would get well and appreciated that his 
blood pressure was elevated. 


Although the general trend of this presentation 
has been optimistic, psychiatrists, like other phy- 


sicians, have to face disagreeable facts. Organic 
deterioration, if more dynamic factors (new growths, 
infections or traumas) do not intervene, will even- 
tually effect the demise of all of us. But thought 
must be given to those whose lives we prolong. 
We must strive to keep them as efficient as possible. 
The first case discussed here, which showed the 
beneficial result of a new job after retirement, re- 
calls the words of Beckman.! 


We physicians must make it known that the aging and 
the aged we are keeping alive are not wrecks, incapable of 
carrying at least a part of the burden of their support. 
We must devise industries in which older persons work, 
else children will fling their parents to the State, and to 
be old will be horrible. We must convince political leaders 
that without the productive existence of the elderly, their 
vaunted economic security is no more than a shibboleth. 
We doctors must do this. 


SUMMARY 


Although the senile psychoses seem to be de- 
creasing, the psychoses with cerebral arteriosclerosis 
are increasing so markedly that the psychoses of 
old age as a whole are showing a definite rise and 
are becoming the leading problem in psychiatry. 
Although the etiology of cerebral arteriosclerosis 
is still obscure, heredity and the tensions arising 
from environmental stress contribute an influence. 
There is a frequent lack of correlation between the 
severity of the mental symptoms and the extent of 
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the cerebral damage. It is important to study these 
aging patients as persons who break down because 
of two sets of factors — personality problems and 
degeneration of brain tissues. The former may be 
reversible conditions, the successful treatment of 
which will modify the more static influence of the 
latter. 

In a clinical approach we must distinguish be- 
tween psychotic and nonpsychotic patients and 
also between senile and arteriosclerotic patients. 
In general, the greater the functional element 
present, the better the prognosis. The symptoms 
should not be studied or treated as distinct clinical 
entities but should be properly grouped into syn- 
dromes, and attention should be given to the tim- 
ing of their onset as well as to the rapidity and 
evolution of their development. Often the varia- 
tions in the blood supply to the brains of cerebral- 
arteriosclerotic patients leaves them intermittently 
psychotic. Their lucid moments should be capital- 
ized on when questions of competency or the neces- 
sity of carrying out some business transaction 
arises. Their lack of judgment when psychotic 
makes them often dangerous to themselves, to others 
and sometimes to property, but it also leaves them 
vulnerable to the unscrupulousness of others. 

When delirious or disturbing to others, they are 
best treated in a mental hospital in a quiet environ- 
ment in which they can be more effectively handled 
without undue drug sedation or medication. The 
essential therapy consists of proper fluid and nu- 
tritional intake, proper elimination and a careful 
balancing of rest and exercise. When nonpsychotic 
and not too severely physically handicapped they 
should be kept busy. The greatest obstacle in effect- 
ing this is a sense of fatigue and lack of interest. 
Many patients may recover some degree of func- 
tional efficiency and return to their homes. Detailed 
observations in cases of questionable diagnosis are 
necessary. Many are more alert than might appear 
on superficial observation, are aware that they are 
inadequate and preserve some degree of intellec- 
tual integrity. Knowledge of these facts will not 
only prolong their lives but will make them more 
comfortable and give the physician the satisfaction 
of knowing that he has restored some of them to 
a productive status in their community. Phy- 
sicians should use their influence to persuade legis- 
latures, industrialists and those with more individual 
interests that this is possible. 
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CARCINOMA ( OF THE CERVIX* 
Survival in 98 Cases Treated with Five-Day Radium Only 


Joun W. Bett, M.D.,¢ Joe V. Meics, M.D.,f anp Cuartes H. Swan, M.D.§ 


BOSTON 


IR over thirty years carcinoma of the uterine 

cervix has been treated with radium and x-ray 
used separately or in combination. Although various 
other procedures have been utilized, such as ful- 
guration of small tumors, local excision or cervicec- 
tomy, radium has remained the standard method of 
treatment, giving the most reliable and consistent 
results. 

In the past decade the use of radical surgery for 
the treatment of this carcinoma has seen a strong 
revival. Bonney! and Read? in England and Meigs,’ 
Carter and Brunschwig in this country have cham- 
pioned the radical Wertheim operation. In their 
hands the morbidity of this procedure has been re- 
duced to such a point that it may be considered on 
a par with the more widely employed radium and 
roentgen therapy. Recently reported results in large 
groups treated solely by radical operation are com- 
parable in both mortality and morbidity to those 
achieved with radiation. Brunschwig’ has reported 
the use of ultraradical surgery consisting of partial 
or total removal of the pelvic viscera for advanced 
cervical cancer. 

The writing of this article was prompted by an 
unusual opportunity to study 98 cases of primary 
carcinoma of the cervix treated with five days’ use 
of interstitial radium only. It is not our intention 
to imply that this is the preferred method of treat- 
ment. Furthermore, no attempt will here be made 
to evaluate various methods of radium application 


currently used for this tumor. The results here- 
*From the Tumor Clinic of the Palmer Memorial Hospital. Supported 
by a grant from the American Cancer Society. 
tAssistant resident in surgery, Massachusetts Memorial Hospitals; 
formerly, clinical fellow in surgery, Massachusetts General Hospital. 
tClinical professor of gynecology, Harvard Medica! School; 
Vincent Memorial Hospital. 
§ Visiting surgeon, Palmer Memoria! Hospital. 


chief, 


with presented demonstrate what has been accom- 
plished by the use of one treatment plan over a 
ten-year period by two surgeons, Drs. Leland and 
Swan. 


MarTERIAL 


From 1931 to September, 1943, Dr. George H. 
Leland, Jr., treated 262 women with carcinoma of 
the cervix at the Palmer Memorial Hospital. 
Throughout this period he employed radium in the 
form of radon gas in steel jackets, gold seeds or 
platinum needles containing 1, 2 and 3 mg. of the 
element. Roentgen therapy was used only as a 
palliative measure. 

It has been the impression of several physicians 
concerned with the direction of the Palmer Memorial 
Hospital’s Gynecological Outpatient Clinic that an 
unusually large number of patients treated with 
heavy doses of radium survived the five-year post- 
treatment interval. In an effort to establish a 
statistical basis for this impression a study of the 
radium-treatment records, morbidity and mor- 
tality of this group was undertaken. A cursory ex- 
amination of the entire group (262 patients) re- 
vealed a variety of radium dosages varying from 
3000 to 9000 milligram hours as the initial treat- 
ment. Further study revealed that at least 98 
women with carcinoma proved by biopsy received a 
minimum of 6000 milligram hours, usually over a 
five-day period. It was also apparent that the last 
woman of the group had been treated at least five 
years prior to this study, thus furnishing the oppor- 
tunity for a near-100-per-cent follow-up and five- 
year evaluation. An analysis of these 98 patients 
forms the basis of this report. Each patient was 
treated with primary dosages ranging from 6000 to 
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9000 milligram hours of radium only. In over 60 
per cent the total dose was 7200 milligram hours 


(Table 1). 
Metuop or TREATMENT 


The standard plan of radium application used 
in this group consisted of the insertion of platinum 
needles into the cervical growth. The platinum 


Taste 1. Analysis of Gross Radium Used. 


needles containing 1, 2 and 3 mg. of radium were 
1.65 mm. in diameter and 0.5 mm. in thickness; 
they were 60, 44 or 27.7 mm. in length. No central 
applicator was used. Under anesthesia the needles 
were inserted circumferentially, the 3-mg. strength 
usually in the center of the growth and the 1- and 
2-mg. needles on the periphery of the lesion. The 
needles were allowed to remain five days in situ 
when the so-called long-term method was used. In 
some cases the total dose was given in four days. 
No secondary dose of radium was used except for 
palliation or in cases of local recurrence. As men- 
tioned, x-ray was not used as a part of the original 
treatment plan but only in treating widespread 
pelvic disease or focal metastases. Of the 98 pa- 
tients, 24 received palliative roentgen therapy. 


CLASSIFICATION 


Clinical estimation of the lesion as seen at the 
first pelvic examination was based on the classifica- 


2. of Cases Grade Lesions. 


Grave No. or Cases 


ve 


I 
Insufficient for grading. . 
Unclassified . . 
Adenoacanthoma of cervix ..... 
Adenocarcinoma of endocervix . 
Carcinoma simplex 


tion of the American College of Surgeons. When 
survival results were compiled this classification was 
converted to the new International classification. 
It is apparent that in transcribing Classes IB and 
IC to Stages II and III respectively there is con- 
siderable overlapping. For example, an advanced 
or late Class IB case might well be included in the 
Stage III group. In cases in which there was doubt 
(or an alternative listing as Stage II-III (1B-1C) 
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was given), the earlier stage was chosen. This prac- 
tice of favoring the earliest stage possible tends to 
lower the survival rate in each stage. An additional 
source of error in the initial recording of the stage 
of disease was the difficulty in judging broad- 
ligament involvement and the presence of pelvic- 
wall fixation. Several cases originally listed as 
Class 1A or 1B after only one to two months’ ob- 
servation revealed sufficient broad-ligament exten- 
sion and lateral fixation to have been more prop- 
erly grouped primarily as Stage III cases. In those 
cases that subsequently revealed advanced disease 
the first impression as gathered from the records 
was not changed. This practice also contributes 
to lowering the survival rate per stage. Morris 
and Meigs® state that in performing radical opera- 
tions for cancer of the cervix they have found 18 
per cent of Stage I cases to show positive nodes. 
This illustrates the error inherent in evaluating 
Stage I and II cases as such when the deep pelvic 
nodes are not palpable. Thus it appears that there 
may be a rather constant difference of opinion in 
the initial description of the tumor even on the 


TasLe 3. General Complications. 


ComP.icaTion No. or Cases 


Recurrent or unrelieved pain 

Severe pelvic radiation reaction 

Peritonitis and death (bowel perforation) 
Phlebitis 

Proctitis 

Intestinal obstruction 

Chronic leg edema .... 

Rectovaginal fistula ... 

Vesicovaginal fistula 

Pyometria daw 
Pelvic or retroperitone al hematoma 
Post-radiation fibrosis, fixation and thickening in pelvis 


part of experienced examiners. The comparative 
value of survival figures in the literature must 
necessarily be considered as relative, in that they 
concern individual interpretations of a_ three- 
dimensional lesion. 

As may be seen from Table 5, the majority (75 
per cent) of patients in this series had lesions de- 
scribed as either Stage II or III. There was no ap- 
parent correlation in the history with the duration 
of symptoms and extent of growth. Several pa- 
tients with Stage III lesions gave only a two- to 
three-week history of brownish vaginal discharge 
prior to admission. Others with six months’ symp- 
toms might have an early or far advanced lesion. 

The pathological criteria for grading of carcinoma 
of the cervix used at the Palmer Memorial Hospital 
were those previously outlined by Dr. Shields 
Warren.’ *® Briefly, this practice makes use of three 
rather than four histologic grades, as in the Broder 
classification. The three grades of differentiation 
are based on the degree of differentiation of the 
neoplastic cells. In this series there were 82 squa- 
mous carcinomas, the remainder falling into the 


; No. or Amount 
Cases 
meg. hr. 
7 ‘ 8000 to 9000 
ie 
3 
% j 
is 
ill 
| 
> 
1 q 
Fd 
‘ 
¥ 
£ 
» 


686 


miscellaneous or undifferentiated group of lesions 
(Table 2). No significant correlation could be deter- 
mined between histologic grade of tumor and period 
of survival. 


CoMPLICATIONS 


Many gynecologists and radiologists concerned 
with the treatment of cervical disease believe that 
the average dose of 7200 milligram hours as used 
in these cases is too large for the routine treatment 
of Stage I and II lesions. Meigs® states that with a 
dosage of 10,000 milligram hours or more, using 
interstitial radium, one can anticipate a prohibitive 
morbidity. The opinion is often given that with 
the use of these amounts of radiation early lesions 
will tend to be overtreated, causing subsequent 
unnecessary complications and excessive damage 
to normal tissues. 

We believe that a brief review of general and 
urologic complications as they occurred in this 


TaBLe 4. Urinary-Tract Complications. 


ComPLicaTIoN 
Unilateral ureteral obstruction .......... 
Bilateral ureteral obstruction . .... 
Cystitis (radiation) ........ 
Incontinence . .. 


Pyelonephritis . .. . 
remia 


carefully selected group is pertinent to an evalua- 
tion of the slow-dose radium treatment. Several 
of these women suffered more than one complica- 
tion, however (in tabulating these data the com- 
plications are listed separately Table 3). In 
several cases it was impossible to decide whether 
or not the treatment or the disease itself was respon- 
sible for the pelvic complication. 

Eighteen of these women suffered with recurrent 
or unrelieved pelvic pain. Such pain is generally 
found in advanced lesions when the tumor has in- 
vaded adjacent organ-nerve areas and has produced 
marked fixation of tissues against the lateral pelvic 
wall. Failure in relief of pain is a discouraging fac- 
tor in the use of radium for palliative or curative 
purposes. It may be remarked that in the extensive 
pelvic cancers thus far submitted to radical sur- 
gery a striking feature of the postoperative period 
has been the immediate relief of this disabling pain. 

The manner in which both normal and neoplastic 
tissue will respond to a given dose of radium has 
been an unknown factor in radiation therapy since 
its inception. It is a common clinical observation 
that a rather small amount of radium may produce 
a marked tissue reaction in one patient and not in 
another. There may be a generalized pelvic radia- 
tion reaction, with associated cystitis and proctitis, 
or the production of vesicovaginal or rectovaginal 
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fistulas. In this group a severe pelvic radiation re- 
action occurred in 5 patients. Such a reaction led to 
a rectovaginal fistula in 4 patients and a vesico- 
vaginal fistula in one case. Several miscellaneous 
complications were found, such as pyometrium in 
one patient and pelvic or retroperitoneal hematomas 
in three women. Two patients died of radiation 
ileitis with perforation and peritonitis. Intestinal 
obstruction required laparotomy in two patients. 
It may be recalled that during the period in which 
these women were treated (1931-1943) no chemo- 
therapy was employed. 

As indicated previously, the degree of post- 
radiation reaction, with subsequent fibrosis, fixa- 
tion and thickening in paracervical and parametrial 
tissue, that a given patient will devclop is entirely 
unpredictable. Seventeen patients were seen at 
follow-up examinations to have considerable post- 
radiation fibrosis and thickening in the broad liga- 
ment, either unilaterally or bilaterally. This pelvic 
fixation was not necessarily productive of symptoms. 

From the diagnostic standpoint it is always diffi- 
cult in such cases, — even for the experienced ob- 
server, — to determine whether this fixation and 
thickening is simply radiation reaction or residual 
or recurrent disease. Usually time and frequent 
pelvic examinations with smears and biopsies will 
reveal its nature. Several investigators have pointed 
out that the vaginal smear may herald a visible 
or palpable recurrence several months in advance. 
We believe that a routine vaginal smear is very im- 
portant in the post-treatment course of cervical 
cancer. 

Delayed radiation reaction occurred in 2 patients 
and was of such unusual nature that it merits 
description. The first woman developed an ulcera- 
tion on the lateral wall of the vagina three years 
after initial radiation. Despite the characteristics 
of recurrent disease, repeated biopsies from the ad- 
vancing margin of the ulcer failed to demonstrate 
anything but necrosis and radiation reaction. The 
second woman, thirty-five years of age, developed 
an extensive ulceration at the vaginal apex five 
years after primary treatment of 7200 milligram 
hours. In this case also, repeated deep “wedge 
biopsies failed to demonstrate recurrent carcinoma. 

We have no immediate explanation for these cases, 
other than to suggest that some intercurrent in- 
fection or unnoticed trauma had caused a break- 
down in this devitalized tissue. 

Because of the intimate association of the lower 
urinary tract with the female reproductive tract, 
post-radiation complications are not infrequent. 
The incidence of complications in both the upper 
and lower urinary tract is shown in Table 4. 


SuRVIVAL 


The five-year survival rate as related tothe stage 
of disease is shown in Table 5. In this group of 98 
women with carcinoma of the cervix, treated in- 
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itially for a five-day period with a minimum of 6000 
milligram hours of radium, 47 women, or roughly 
half, survived five years. No cases of carcinoma 
in situ were included in the Stage I cases. The 
failure to achieve a near 100-per-cent five-year sur- 
vival in lesions apparently confined to the cervix 
reflects in part the inadequacy of present-day 
treatment. It also appears from the results of 
operated cases that a 15 to 20 per cent error may 
be inherent in clinical estimation of Stage I tumors. 

Although it is usually not difficult to recognize 
the presence of cervical carcinoma’ extending to 
the vagina, the presence and degree of broad-liga- 
ment involvement add uncertainty to the inter- 
pretation of Stage II growths. The relatively high 
survival rate (50 per cent) found in Stage II cases 
suggests that the majority may have been so-called 
“early” rather than “late” Stage II growths. A 
similar criticism might be directed at the high sur- 
vival rate of Stage III cases, which is striking 
(44.7 per cent) as compared to that reported in the 
literature (8.3 to 23 per cent). 

These women were only those reported to be 
clinically free of disease on follow-up evaluation. 
In the indeterminate group, 3 patients were lost to 
follow-up and were considered dead. Nine women 
died of intercurrent disease within the five-year 
period. The corrected over-all survival rate, ex- 
cluding the deaths not due to cancer, then becomes 
51 per cent. 

The degree of health and comfort that the sur- 
viving patients enjoyed during these five years is 
not known. Fifteen of the women who survived 
five years were alive after a ten-year period. These 
patients are living and well and according to con- 
vention may be considered cured of their disease — 
although the probable fallacy of this assumption 
is well known, as a patient ‘“‘cured” ten years may 
die of her disease at any interval thereafter. Twenty- 
two patients failed to survive the first post-radiation 
year. Of those dying at various intervals during 
the post-radiation period, 37 patients had evidence 
of metastases at autopsy. No patient with a Stage 
IV lesion survived more than two years. 


CoMMENT 


Five-year survival results with combined radium 
and roentgen therapy for carcinoma of the cervix, 
as estimated from current literature, vary from 20 
to 53 per cent. 

Bowing,!® in a report of 1631 traced cases from 
the Mayo Clinic, gives an over-all five-year cure rate 
of 32.8 per cent. The chief treatment in this group 
consisted of intensive broken-dose radium. In the 
latter part of the series roentgen therapy was used 
to supplement the radium. 

A comparable large series is that of Munnell and 
Brunschwig" from the Memorial Center for Cancer 
in New York. In 1037 patients radiologically (x-ray 
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and radium) treated, — including all four stages, 
— the five-year relative cure rate was 28.6 per cent. 

A similar number of cases is reported by Morris 
and Meigs, consisting of 1764 patients of all stages 
treated with x-ray alone, radium or radon and com- 
binations of radium and x-ray but with no surgical 
procedure. Their percentage of five-year cures for 
1764 patients was 20.3 per cent. 

Waterman,"”:' in surveying end results over a 
fourteen-year period at the Rhode Island Hospital, 
cites an over-all five-year survival of 33.3 per cent 
in 579 cases. This group is comparable to the group 
of 98 patients discussed herewith, as the principle 
of small sources of radium widely distributed through 
the parametrium and paracervical tissues with heavy 
infiltration and long-time interval was used in both 
series. 

It is obvious that the best results of radium 
treatment are noted in lesions of Stage I and II, 
those confined to the cervix and immediate adjacent 


Tasie 5. Five-Year Survivals in 98 Women with Irradiated 


Cancer. 
Straces No. oF No. PERCENTAGE 
Patients Survivine or Patients 
IRRADIATED Survivine 
oo 19 12 63 
Il 36 18 50 
Ill 38 17 44.7 
5 0 0 
Totals 98 v7 47 


tissues. Treatment failures in the more advanced 
cases, whether due to radiation resistance or to un- 
suspected extension of disease, suggest that alter- 
nate or supplementary methods such as x-ray or 
radical surgery must be used. 

As indicated previously, it is not the purpose of 
this report to advocate interstitial radium for the 
treatment of all cervical carcinomas. The plan 
herein presented was designed primarily for the 
management of Stage I and II growths. In the 
treatment of Stage III and IVneoplasms this method 
was used in some cases with the full knowledge 
that it was only a palliative measure. 

This study represents a small series, and from 
the standpoint of a survival evaluation for cancer 
it may not be statistically valid. We do not consider 
this series in any way comparable to the end-results 
reported from larger clinics. 


SUMMARY 


Survival rates are presented in 98 cases of carci- 
noma of the cervix treated only with an average dose 
of 7200 milligram hours of interstitial radium for 
a five-day period. Supplemental roentgen therapy 
was not used as part of the primary planned treat- 
ment. 
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These cases were treated during the period of 1931 
to 1943 at the Palmer Memorial Hospital by the 
late Dr. George A. Leland, Jr. The results found in 
this analysis, giving an over-all corrected five- 
year survival rate of 51 per cent, are a tribute to the 
teachings and practice of Dr. Leland. 

The authors are indebted to Miss Mary Kelly for the 
follow-up studies and to the nurses of the Palmer Memorial 


Hospital Outpatient Department for their unfailing co- 
operation. 
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MEDITERRANEAN ANEMIA (HEREDITARY LEPTOCYTOSIS) IN A CHINESE FAMILY* 


Jay H. Sirverserc, M.D.,t anp Donatp Suotton, M.D.t 


BOSTON 


EREDITARY leptocytosis (Mediterranean 
anemia) is a disease seldom described in the 
Chinese race. Most of the cases reported in this 
group have been of the severe form of the disease, 
that is, Cooley’s anemia.'"* That milder forms of 
this condition exist is now well established, but 


Taste 1. 


microcytic erythrocytosis with a high percentage of 
target cells in the peripheral blood, marked poiki- 
locytosis, basophilic stippling and increased resist- 
ance of the red cells to hypotonic saline solutions. 
Features of the severe form of Mediterranean ane- 
mia, including erythroblastosis, splenomegaly, bone 


Laboratory Data on Mild Mediterranean Anemia in Family M. 
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unanimity of terminology concerning these cases is 
lacking. It is our purpose to report studies on a 
Chinese family, of which several members exhibited 
the typical hematologic findings of one of the mild 
forms of Mediterranean anemia, namely, hypochro- 
mic erythrocytosis. 


Present Stupy 


During the course of a diagnostic survey a young 
Chinese man was found to have a hypochromic 


*From the Ziskind Laboratories (Hematology Section) of the Joseph 
H. Pratt and New Eng'and Center Hospitals and the Department of Medi- 
cine, Tufts College Medical School. 

tFormerly, research fellow in hematology, New England Center Hos- 
pital; hematologist, Montefiore Hospital, Pittsburgh, Pennsylvania. 

tFormerly, resident in medicine, New England Center Hospital; visit- 
ing lecturer in medicine, University of Virginia Medical School. 
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changes by x-ray and evidence of a hemolytic proc- 
ess were lacking. 

A study of the patient’s family, including all 11 
members, was made. They were apparently of pure 
Chinese ancestry and showed the characteristic 
Mongolian features of the Chinese. Table 1 sum- 
marizes the laboratory data; Figure 1 is a genetic 
chart of the family. The osmotic-fragility measure- 
ments were determined by the hemolytic-increment 
method of Suess and his co-workers®; serum-bili- 
rubin determinations were made according to the 
method of Malloy and Evelyn.? 

Seven of 11 members of the family exhibited the 
typical hematologic findings commonly seen in one 
of the mild forms (hypochromic erythrocytosis) 
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of Mediterranean anemia. All the affected persons 
showed hypochromia, microcytosis, erythrocytosis, 
8 to 25 per cent target cells in the peripheral smear, 
marked variation in the shape of the erythrocytes, 
basophilic stippling and increased hypotonic resist- 
ance of the red blood cells. Four members showed no 
hematologic abnormalities; all were in good health 
and were completely asymptomatic. None gave 
any history suggesting past hemolytic disease; none 
showed clinical jaundice or splenomegaly. 


Discussion 


Hereditary leptocytosis, or Mediterranean anemia, 
is an inherited disorder probably due to a disturbed 
hemoglobin synthesis resulting in various abnormal- 
ities of the red cell and in hypochromic anemia or 
hypochromic erythrocytosis.* Its incidence is great- 
est in the Italian, Greek, Syrian and Portuguese 
(that is, Mediterranean) groups, but cases have 
been described in almost all racial types except the 


Scandinavian. Dameshek?® has described the several | 


variants of the disease and has distinguished among 
severe, moderately severe and mild types. Genetic 
studies have been made by several observers, in- 
cluding Neel and Valentine.!° The milder forms of 
the disease are transmitted as a Mendelian dominant 
from either parent. If two heterozygous persons 
marry, 25 per cent of their offspring will have the 
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and has recently received semiofficial sanction." 
The present report emphasizes further that this 
condition exists in non-Mediterranean groups and 
even in the Orient. Chatterjea™ states that cases 
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are not infrequently found in India. Recognition 
of the benign form is important chiefly from the 
standpoints of prognosis and mandgement; other- 
wise it has no particular significance, except with 
regard to heredity. Although the anemia is hypo- 
chromic, it is in no way benefited by orally or paren- 
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severe form of the disease, 50 per cent expectedly 
will show the mild form and 25 per cent expectedly 
will be unaffected. 

Study of this Chinese family supports the reported 
genetic concepts. The father showed the mild form 
of the disease and was therefore presumably heter- 
ozygous. Siblings of the father were unavailable 
for study. The mother was unaffected. Six of their 
children were heterozygous, — that is, they showed 
the mild form of Mediterranean anemia, — whereas 
three children were normal. 

Mediterranean anemia is a confining term and 
may be misleading. The term ‘hereditary lepto- 
cytosis,” indicating a hereditary disorder in which 
thin target cells are found, is probably a better one 
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terally administered iron therapy, which is often 
given for long periods in these cases. 


SUMMARY 


A family of Chinese exhibiting a mild, asymp- 
tomatic form of hereditary leptocytosis (Mediter- 
ranean anemia) is reported. The genetic implications 
are reviewed and the importance of recognizing this 
disease in non-Mediterranean groups is emphasized. 
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Further studies on genetics of 


MEDICAL PROGRESS 


DENTAL DECAY AND ITS CONTROL 
K.° Loscu; D.D.S.* 


BOSTON 


AS INDEX of the enormous public interest in 
control of dental caries is the amount of ad- 
vertising carried by most American magazines on 
substances set forth as preventing or controlling 
tooth decay. Physicians as well as dentists are 
plagued with requests concerning such products; 
hence it is occasionally timely to review those 
phases of present-day knowledge pertinent to the 
instruction of patients. 

Historically dental disease is as old as the record 
of mankind. There is some evidence that its prev- 
alence is greater in modern than in ancient times. 
Conjecture is great but facts are meager about the 
effects on teeth of modern living habits. With the 
exception of the role of diet, little can be said con- 
cerning the causes of dental decay in primitive as 
against modern man. 

Epidemiologically the disease has a world-wide 
distribution but varies geographically in incidence 
and intensity. Much conjecture has been made 
about the relation of caries to total sunshine, leach- 
ing of minerals from tilled soils, chemicals in water 
supplies, sources and marketing of food and racial 
influences, but the factual evidence to support any 
particular theory is slight. An exception is the 
study of Dean and his co-workers demonstrating 
differences in the incidence of dental caries between 
communities having measurable amounts of fluorine 
salts in the water supply and communities in which 
these salts were absent. There is no doubt that the 
presence of these salts in natural water supplies is 
one constant factor that appreciably reduces the 
expected incidence of tooth decay in these areas. 
However, much more is involved in the problem of 
prevention than the addition of fluorine to drink- 
ing water. 

Clinically, caries may be characterized as pro- 
gressive destruction of the specialized cells composing 
the coronal portion of the dental structure after they 
have been expelled from their developmental crypts 
into the local environment of the oral cavity. 


*Associate professor of dental pediatrics, Harvard School of Dental Medi- 
cine; chief of Dental Service, Children’s Medical Center. 


Susceptibility or immunity varies widely. Oc- 
casionally the lesion is initiated in the cementum 
covering the root of the tooth. 

The sequelae of tooth decay, — infection, loss of 
teeth and so forth, — will not be discussed in this 
report. 

Initiation of the carious lesion invariably takes 
place on the exposed surface of the tooth. The order 
of vulnerability of the tooth surface to attack is the 
inverse of their order of exposure to mouth func- 
tion. Thus the order of vulnerability is: deep ana- 
tomical pits and fissures in either normal or abnormal 
teeth, surfaces in contact with adjacent teeth, 
recesses not contacted by adjacent mouth structures 
(the tongue, lips and cheeks) and surfaces not utilized 
in mastication — for example, the tooth area at the 
marginal gingivae. 

Disintegration is achieved by disorganization or 
decalcification of the inorganic substance. De- 
composition or necrosis of the organic substance of 
the tooth is an accompanying process. Decalcifica- 
tion is most likely achieved by an acid potential 
with a pH of about 5.0 retained in local contact with 
the tooth enamel. This frequently accompanies 
plaque formation on the tooth surface. The plaque 
is a mucous mass of low solubility richly imbedded 
with acid-producing organisms and closely adherent 
to the tooth. Acid production is most plausibly 
explained as the action in the mouth by microbial 
enzymes on a suitable substrate of high carbohy- 
drate content. This theory has pointed the way 
to many avenues of productive investigation both 
in vivo and in vitro. 

A few investigators minimize the acid theory of 
tooth disintegration. They favor the theory of pro- 
teolytic breakdown along the interprismatic sub- 
stance of the enamel and believe control rests in 
an “impregnation” technic of silver salts. This 
theory, of which Gottlieb is the chief proponent, 
has not met with favor among the majority of 
investigators of dental decay. Although it has 
not been completely refuted, enough evidence has 
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not been offered to make further pursuit along 
these lines attractive. 

Genetic factors may operate in the production of 
caries, for, as any observant dentist knows, there 
is a striking similarity of susceptibility or immunity 
in children and parents. Whether this similarity is 
the result of like environment or due to inherent 
constitutional factors is not entirely clear. The 
correspondence is particularly striking when both 
parents are markedly caries-free or caries-suscep- 
tible. Few dependable data are available, however, 
to support genetic theory. Klein, studying the 
effects of fluorides on individual teeth, concluded 
that part of the immunity was dependent on in- 
herited factors. Compelling interest in genetic 
factors is the fact that experimental laboratories 
have developed certain strains of animals that are 
regularly immune or regularly susceptible through 
successive generations, though exposed to the same 
environment. 

Nutrition unquestionably has an important con- 
stitutional influence on the incidence of dental 
caries. Although Sognnaes concludes that “the de- 
velopmental influence does not seem to be de- 
termined specifically by any one single nutrient 
among those currently recognized as being essential 
to general health, growth and reproduction,” he 
does agree with Mellanby that “structure of de- 
veloping teeth can be significantly altered by changes 
in the calcifying properties of the diet.” It is the 
writer’s belief that much must yet be done to de- 
termine specifically the ‘“‘calcifying properties” 
of the diet when related to the physiology of the 
teeth. 

Many investigators have reported, both clinical- 
ly and in the laboratory, instances of the addition 
or removal of specific dietary components that 
seem to alter the course of dental disease. Whether 
these factors alter the host or agents that produce 
decay is frequently disputed. It is difficult to 
separate for clinical use the words “diet”? and 
“nutrition.” 

Although milk is an important and relatively 
cheap source of the mineral components important 
to the structure of developing dental tissues, there 
is ample evidence that sound teeth may be present 
in the mouths of people when this article of diet is 
scarce or lacking but the necessary mineral con- 
stituents have been made available through some 
other dietary sources. On the other hand, develop- 
ing teeth may be rendered less vulnerable to sub- 
sequent decay by the fluoridation of drinking water, 
but there is no evidence that fluorides are a phys- 
iologic necessity or that the human organism is 
incapable of developing sound teeth in their absence. 
Indeed, the presence of these salts in proportions 
much greater than two parts per million of total 
fluid intake is known to be toxic to a number of 
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Two facts of interest to the general practitioner 
about nutrition and sound teeth seem important. 
First, those foods supporting general health and 
growth according to present-day standards of pedi- 
atric care are probably adequate for dental develop- 
ment without fortification by special foods or pre- 
scribed drugs. This does not mean that the teeth 
may not benefit if the attending physician prescribes 
dietary supplements for a patient in need of them, 
but for caries alone vitamin prescriptions are not 
indicated. Nor does this mean that the child living 
in an area in which fluorides are available in the 
water supply may not have a reduced suscepti- 
bility to dental decay. Up to the time of this writing 
no satisfactory safe prescription has been reported 
for this chemical that may be dispensed with the 
same reliability as vitamins. No prescription for 
mineral support to the normal diet has been proved 
effective for protection against dental decay. Sec- 
ondly, the coronal portion of the teeth, which is 
that part vulnerable to decay and which is largely 
formed by the age of twelve, has no known exchange 
mechanism for its mineral content. Thus, just as 
the work by Albright and others indicates that the 
physiologic withdrawal of minerals from the tooth 
is impossible, it seems improbable that continued 
mineralization can occur after the tooth has erupted 
into service. Evidence against this last statement 
has not been adequately supported. 

The influence of disturbed nutrition or disease 
on physiologic development of the teeth, even when 
insufficient to produce a recognized syndrome, is 
to be found in a more distinct record in the dentin 
or enamel than in other tissues, in which cellular 
change and recovery are more labile. Identifiable 
diseases, — endocrinopathies and congenital defects, 
—invariably influence the developing teeth suf- 
ficiently to render their condition a part of the 
diagnostic syndrome, and thus, by the alteration 
of structure, influence susceptibility. Although 
many diseases may alter the supporting and ad- 
jacent structures, the influence of fully developed 
teeth, except as the condition alters the oral en- 
vironment, is negligible. Thus, further discussion 
of the effect of systemic illness is beyond the scope 
of this report. Although the structure of teeth is 
unquestionably modified by physiologic disturb- 
ances, it is difficult to determine whether any 
specific episode acts as the primary factor to de- 
termine caries susceptibility. It is difficult, if not 
impossible, to measure all the other factors known 
to contribute to dental disease. For example, the 
literature on the relation of emotional disturb- 
ance to dental caries is increasing, yet the writer 
finds it difficult to separate the direct effect of 
neurologic disease on the involved dental tissues 
from that of possible change in oral hygiene. Per- 
haps the difficulty is a matter of semantics. 

Bacteriologically, no single organism seems to 
be specifically pathognomonic of the disease, al- 
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though the constancy of varying strains of lacto- 
bacilli tends to put these organisms in that category. 
A number of acid-producing organisms are capable 
of surviving and multiplying in media sufficiently 
acid to etch teeth in situ. Jay, Becks and others 
make use of the constancy of lactobacilli to measure 
personal susceptibility to dental caries by culturing 
organisms from the mouth on a suitable medium 
and counting the colonies. When the carbohydrate 
in the diet is altered, — thus influencing the sub- 
strate, — they report that the number of colonies 
will decrease and the amount of decay will lessen. 

Studies on the metabolism of oral micro-organisms 
associated with mouth physiology, plaque formation, 
acid production and subsequent decay of teeth 
are abundant and promise a clearer understanding 
of the sequence of events in the future. More in- 
formation and a better understanding of the multiple 
factors involved may lead to effective control 
methods. In particular, we can hope for some 
explanation of the differences between caries-free 
and caries-susceptible persons who, seemingly, 


have a similar heredity and environment. It must 
be borne in mind that the teeth are outside the 
body —a reasonable explanation for the fact that 
attempts to create an antibody reaction against 
the organisms associated with decay have been 
essentially fruitless. 

Hygiene and diet are almost as difficult to separate 


in this discussion of the multiple factors involved 
in the production of caries as are nutrition and 
diet. Hygiene is a paramount environmental in- 
fluence on teeth. The collection of plaques and 
materia alba in the mouth has a direct relation 
to the conditions of eating and hygiene. An un- 
clean mouth may well be the result of lazy or in- 
efficient oral action, such as is found in mild my- 
opathy or malocclusion. On the other hand, a 
pappy diet, consisting of adhesive foods with no 
“detergent” foods, may be a contributing cause of 
poor dental hygiene in an otherwise healthy mouth. 

Reliable reports have appeared on the reduction 
of caries in children surviving near-starvation diets 
in regions affected by war. Some reporters attribute 
this to the alteration of oral biosis. If the children 
are underfed, perhaps the organisms associated 
with dental decay starve. Other investigators at- 
tribute the lowered incidence of decay to the 
lowered intake of carbohydrates, particularly in 
the form of refined sugars. Both groups may be 
partially correct, but unquestionably either premise 
carries an important implication for our overfed 
(with respect to carbohydrates) American children. 
Although complete hygiene is impossible to achieve, 
it is probably true that ‘‘a clean tooth never de- 
cays.” 

It seems clear that cleanliness will at least assist 
in removing the microbial plaques and that caries 
control is therefore improved. Tooth brushing and 
mouth cleansing are important and should be en- 
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couraged by the physician. The method of brushing, 
type of brush and choice of dentifrice are perhaps 
best decided on by the family dentist at the first 
visit — some time after the second birthday. The 
accumulation of food débris in the mouth is con- 
ducive to progressive increase of lesions in caries- 
susceptible persons. For this reason the teeth should 
be brushed and the mouth rinsed frequently, 
preferably after eating and always before retiring. 

Diet, from a physiologic standpoint, is deter- 
mined by nutritional demands and, as stated before, 
needs no special supplements for caries control per 
se. There is ample evidence that the careless use 
of carbohydrates in even a nutritionally adequate 
diet may be cariogenic. As previously mentioned, 
mouth hygiene is important for the removal of 
excessive carbohydrate substrate, but dietary super- 
vision is also important for the caries-susceptible 
patient. All fermentable sugars and starches should 
be kept at the minimum for such patients, but par- 
ticular effort should be made to free the diet of 
refined sugars as used on cereal, in desserts and so 
forth. Candy and sweet beverages, especially as 
used for between-meal snacks, should be forbidden. 
This is the only known dependable dietary control 
of the disease. 

Dental service is still the preferred method for 
control of the carious cavity. Since decay is a pro- 
gressive process, the thorough excavation of the 
small cavity and its prosthetic replacement is the 
best known check for the existing lesion. 

Fluoridation in certain urban areas of controlled 
community water supply to a concentration no 
greater than one part per million has now been in 
effect for a sufficiently long period to affect the 
developing dentition of young children. The reduc- 
tion of expected dental decay has been as great as 
30 per cent. This satisfying result should not be 
allowed to go unquestioned, however. Although 
no clinical reports have been published from these 
areas of the effects on other body tissues, the 
physical and laboratory examinations of selected 
groups or epidemiologic studies of the vital statistics 
of the entire populations have not been exhaustive 
or prolonged enough to guarantee the method as 
without danger. It must be remembered that the 
greatest benefit is received between birth and the 
age of twelve years. Whether or not certain mem- 
bers of the population, such as those suffering from 
chronic illnesses, are affected by concentrations of 
this magnitude is unknown. The writer would 
like to go on record as not vigorously opposing the 
method but as regretting that the authorities re- 
sponsible for existing experiments have not pur- 
sued such investigations more exhaustively. 

Topical fluoridation, for rural areas where con- 
trolled water supply is not available, by the use of 
weak solutions of sodium fluoride on cleansed dried 
teeth in situ has been suggested. Experiments show 
some promise for this method when carefully exe- 
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cuted by a dentist or a specially trained technician. 
Whether or not this procedure is economical for 
mass prophylaxis is still to be determined. The 
reported results of experiments are so varied that 
the writer has not been persuaded to enthusiasm 
for this method. Furthermore, long-range studies 
may indicate the necessity of continued application 
throughout life, once the procedure is initiated, for 
maximum protection; there is some evidence that 
treated mouths may show a slight increase in caries 
susceptibility when applications are discontinued. 
The exact mechanism of protection is not clear. 
In the writer’s opinion, until more information is 
available the method should not be recommended 
without reservation and should be reserved for 
patients in whom a known high caries index has 
been established early in life. It is possible that 
even weak solutions of 1 per cent or less may have 
a deleterious effect if applied to exposed dentin; 
therefore all existing cavities should be filled before 
treatments are given. 

Fluoride compounds in pills, lozenges, dentrifrices 
and so forth are not recommended. It should be 
remembered that fluoriae compounds are extremely 
toxic and even lethal in reasonably small doses. 
Self-medication of any sort should be strictly avoided. 
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The production of dentifrices containing peni- 
cillin is still in the experimental stage. Only two 
experiments have been published by reliable in- 
vestigations, and the results are completely opposed. 
In the writer’s opinion, the use of antibiotics in 
dentrifices shows no more promise than the transient- 
ly appearing antiseptic preparations offered in the 
past. 

Chlorophyll-impregnated dentifrices have not 
been sufficiently tested to justify the claims made 
for them by their manufacturers. 

Ammoniated dentrifices, though theoretically 
valuable, as evidenced by reduction of Lactobacillus 
counts, has not been significantly useful in the prac- 
tical reduction of new carious lesions. At present 
it is doubtful that this product will cause sufficient 
caries reduction to sustain its present widespread 
popularity. 

A comprehensive bibliography relating to all the 
facts and suggestions incorporated in this report 
would be too voluminous to be practical. The 
reader is therefore referred to Easlick’s book,* 
which largely covers the modern concepts of dental 
caries and contains an extensive bibliography. 

300 Longwood Avenue 


*Easlick, K. A. Dental Caries. 234 pp. St. Louis: C. V. Mosby Com- 
pany, 1948, 
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CASE 37441 
PRESENTATION OF CASE 


First admission. A fifty-six-year-old man was 
admitted to the hospital because of headaches and 
heart trouble. 

About nine months before admission the patient 
was told that he had high blood pressure (200 sys- 
tolic), but he felt well at the time. Four months 
prior to entry he began to notice easy fatigability. 
He slept fairly well but at times awakened in the 
morning with severe headaches; these usually dis- 
appeared before breakfast but at times lasted all day. 


Two months before admission he became ill with 
generalized aching, feverishness, perspiration, ano- 
rexia and diarrhea 5 to 6 times daily, preceded by 
lower-abdominal cramps. This lasted approxi- 
mately two weeks. Since that time he had felt 
more tired and noticed slight exertional dyspnea 
and swelling of the ankles. Ten days before admis- 
sion, after playing 36 holes of golf, he first noted 
paroxysmal nocturnal dyspnea. Treatment with 
digitalis and restriction of activity resulted in disap- 
pearance of the paroxysmal nocturnal dyspnea and 
increased strength and well-being. There was no 
history of angina, cough, orthopnea or renal disease. 

There had been recent nocturia 2 to 4 times nightly 
with a little hesitancy and a poor trajectory. There 
had been a twenty-pound weight loss over a five- 
month period. 

On physical examination a few wheezes were heard 
over the apex of the right lung and at the base of the 
left lung. The heart was enlarged to 1.5 cm. beyond 
the midclavicular line in the fifth intercostal space. 
There were rare premature beats and a Grade II 
apical systolic and faint Grade I aortic systolic 
murmur. The aortic second sound was greater than 
the pulmonic. The abdomen was normal. On rectal 
examination the prostate was twice the normal 
size. There was + edema of the ankles. All periph- 
eral pulses were palpable and normal except the 
right dorsalis-pedis pulse, which was somewhat 
diminished. 
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The pulse was 80 and the respirations 20. The 
blood pressure was 200 systolic, 125 diastolic. 

Urinalysis showed a specific gravity of 1.020, 
a + albumin and rare hyaline and granular casts in 
the sediment. Examination of the blood revealed 
a hemoglobin of 12.8 gm. and a white-cell count of 
9700, with a normal differential. The nonprotein 
nitrogen was 41 mg. and the fasting blood sugar 
89 mg. per 100 cc.; the serum sodium was 138.5 
milliequiv., the potassium 4.7 milliequiv. and the 
chloride 104 milliequiv. per liter. One stool gave a 
++ guaiac test, but 3 subsequent tests were guaiac 
negative. An electrocardiogram showed a normal 
rhythm at a rate of 90, a PR interval of 0.18 second, 
small notched P waves, a tendency to left-axis 
deviation, and one ventricular premature beat; the 
ST segment was depressed in Leads 1, AVL, Vs and 
V.; the T waves were diphasic in Leads 1, AVL, V; 
and Vz, upright in Leads 2, 3, AVF, Vi, V: and V; 
and inverted in Lead Vy. Comparison with a tracing 
made five months before admission showed essen- 
tially no change except for slightly less inversion of 
the T waves on the left side. A phenolsulfonphtha- 
lein test showed less than 5 per cent excretion of the 
dye after 15 minutes and about 25 per cent excre- 
tion in two hours. Two urine-concentration tests 
showed specific gravities of 1.020. 

An x-ray film of the chest and fluoroscopy showed 
no pulmonary disease. The costophrenic angles 
were obliterated and there was a suggestion of a 
small amount of fluid in each pleural space. The 
heart was enlarged in the region of the left ven- 
tricle, where pulsations seemed diminished in 
amplitude. The hilar vessels were slightly increased 
in prominence. X-ray films of the skull demonstrated 
some osteoporosis of the posterior clinoid process 
and an unusually prominent vascular groove in the 
left frontal region. A barium-enema examination 
was negative and a gastrointestinal series was nega- 
tive except for some delay in passage of barium 
through the lower esophagus where it crossed the 
tortuous aorta. 

The patient felt well until the fourth hospital 
day, when he suddenly became confused, did not 
know where he was, did not recognize his physician 
and talked confusedly about his business. About 
two hours later he was again mentally clear and 
oriented and realized that he had been confused. 
No neurologic abnormality could be demonstrated 
at this time except sluggish reflexes in the knees 
and ankles. He subsequently remained mentally 
clear, with no further episodes of this type. He was 
discharged on the eighth hospital day on digitoxin, 
0.1 mg. twice a day, and a low-sodium diet. At the 
time of discharge he felt well subjectively, the chest 
was completely clear and the pulse was regular at a 
rate of 76. 

Second admission (eight days later). For the 
first two days at home he was able to climb one 
flight of stairs daily. Then he became gradually 
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weaker. Two days before entry he began to have 
dull, intermittent, then constant, burning non- 
radiating pain in the right upper quadrant that 
became gradually worse. There was no nausea, 
chills, fever, jaundice or dark urine. The stools 
were allegedly slightly lighter than usual. The 
pain was only partially relieved by 50 mg. of demerol 
orally and recurred subsequently. 

On physical examination the heart was enlarged 
as on the previous admission, but in addition an 
apical systolic gallop was present. A few rales were 
heard in the left chest. There was tenderness and 
spasm in the right upper quadrant of the abdomen. 
The liver was percussed 3 to 4 cm. below the costal 
margin but was not palpable. 

The temperature was 98°F., the pulse 80 and the 
respirations 22. The blood pressure was 210 systolic, 
150 diastolic. 

Urinalysis showed a specific gravity of 1.021, a 
++ albumin, and a few red cells, white cells, hya- 
line casts and granular casts in the sediment. A 
urine urobilinogen was 1.0 Ehrlich units in a two- 
hour specimen. The white-cell count was 17,850, 
with 86 per cent neutrophils, and the hemoglobin 
12 gm. The serum bilirubin was less than 0.2 mg. 
direct and 0.3 mg. total, the serum total protein was 
6.73 gm. with an albumin-globulin ratio of 2.1, the 
nonprotein nitrogen 72 mg. and the amylase 47 units 
per 100 cc.; the sodium was 134.9 milliequiv., the 
chloride 98 milliequiv. and the potassium 4.4 milli- 
equiv. per liter. The cephalin-flocculation test was 
++ after forty-eight hours. Five stools, one of 
which was tarry black, were guaiac negative. A 
Graham test showing fairly good concentration 
of the dye was negative. A plain film of the abdomen 
demonstrated gas throughout the colon and in 
several loops of small bowel, none of which appeared 
definitely distended. 

The abdominal pain persisted and nausea and 
vomiting developed, but the patient remained 
afebrile, with a pulse rate between 90 and 100. 
The white-cell count on the fourth day was 29,200 
with 93 per cent neutrophils, on the fifth day 16,400 
and on the eleventh day 33,600. On the sixteenth 
day duodenal drainage showed clear, dark bile with 
abnormal amounts of calcium bilirubinate and a 
rare white cell in the sediment but no cholesterol 
crystals. A Graham test at this time showed no 
contrast substance in the gall bladder and a few days 
later another test showed very faint filling. There 
was no evidence of stones. 

The abdominal pain persisted, requiring narcotics 
for relief. The patient had no appetite and continued 
to vomit. The white-cell count remained elevated 
and the nonprotein nitrogen fluctuated between 40 
and 60 mg. per 100 cc. The serum electrolytes 
showed no significant change. Four whole-blood. 
transfusions were given. On the twenty-eighth day 
an operation was performed. 
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DirrerenTIAt Diacnosis 


Dr. Atrrep Kranes*: This story divides itself 
conveniently into two admissions that appear to 
be independent of each other, although there was 
an interval of only eight days between them. The 
first admission appears to have been the result of 
straightforward hypertensive heart disease with 
left-ventricular failure, as evidenced by the par- 
oxysmal nocturnal dyspnea, although on admis- 
sion to the hospital he showed no signs of conges- 
tive failure. As one reads the entire history and 
reflects a bit about the first admission, nagging 
doubts about whether this actually was uncompli- 
cated hypertension begin to arise. There are a 
number of strange features about it. In the first 
place, reading between the lines without actually 
having seen the patient, I get an impression that 
he was somewhat sicker than might be expected with 
uncomplicated hypertension. There had been easy 
fatigue and a two-week illness with fever, diarrhea 
and abdominal pain— which perhaps may have 
been acute gastroenteritis that lasted longer than 
one ordinarily expects such an episode to last. 
Also there had been a 20-pound weight loss. This 
may have been occasioned by the fact that he was 
told to take off some weight because of high blood 
pressure. If so, the weight loss was not significant. 
As the story unfolded, it did not resemble the course 
of uncomplicated hypertension. Within a period of 
nine months he developed renal failure and cardiac 
failure. He had an episode of what I presume to be 
hypertensive encephalopathy during the first ad- 
mission. Patients with hypertension do not develop 
cerebral, cardiac and renal manifestations within a 
period of nine months unless they have malignant 
hypertension. I do not see how I can make a diag- 
nosis of malignant hypertension unless he had in- 
volvement of the fundi. No mention was made of 
an examination of the fundi. Were they normal? 

Dr. Cuester M. Jones: Essentially normal. 

Dr. Kranes: With normal fundi I cannot make 
a diagnosis of malignant hypertension — yet the 
course suggests it. It certainly does not suggest 
ordinary hypertension. I shall leave that question 
in abeyance for the time being and go on to the 
second admission, which is the one that concerns me. 

It appears from the record that during the eight 
days that elapsed between admissions something 
took place in the abdomen that caused a good deal 
of pain, nausea, vomiting and the striking leukocy- 
tosis without fever. If any questions are raised by 
the first admission, the second is even more puzzling. 
It is at least comforting to know that those who 
took care of this patient were likewise puzzled. 
The three Graham tests and the duodenal drainage 
are ample evidence of this. 

Were there other examinations of the abdomen 
during the second admission, Dr. Jones? I am 
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given only the initial examination, during which 
spasm and tenderness were elicited in the right 
upper quadrant. Were they constant or did they 
vary a great deal? 

Dr. Jones: They varied, but during a three-week 
period he had right-upper-quadrant spasm and 
rebound tenderness almost all the time. There 
were days when the abdomen was softer and no 
rebound tenderness was present, but it was present 
more frequently than it was absent. 

Dr. Kranes: It puzzles and disturbs me that 
four blood transfusions were given before he was 
operated on, and the only hemoglobin reported was 
12 gm. I deduce that during his hospital stay the 
hemoglobin must have dropped considerably. 

Dr. Jones: It dropped to a low of 9.7 gm., and 
there were black stools on one or two occasions. 

Dr. Kranes: Guaiac positive? 

Dr. Jones: The one that was reported as being 
black had a guaiac-negative reaction. 

Dr. Kranes: I find that somewhat difficult to 
interpret. 

Dr. Jones: We all did. 

Dr. Kranes: I should be concerned about giving 
2000 cc. of whole blood to a man who had recently 
had paroxysmal nocturnal dyspnea, but it probably 
was given slowly and the physicians got away with 
it all right. 

May I see the x-ray films now? 

Dr. JoserH Hanewn: There is no change in the 
appearance of the chest in the six-month interval 
before operation. The heart is enlarged, with the 
left ventricle predominantly affected. The lungs 
are emphysematous. I do not believe the pulmonary 
vessels are particularly prominent. The blunting 
of the costophrenic angles appears to be due to 
thickened pleura rather than to fluid. There is 
scarring in the region of the left lower lobe, which 
appears to be both fibrous and calcific, with a sugges- 
tion of pleural calcification in the major septum. 
The skull films are not contributory. There is 
nothing to suggest increased intracranial pressure. 

Dr. Kranes: During the second admission was 
a gastrointestinal series repeated? 

Dr. Haneuin: No; it was not. The stomach, 
duodenum, jejunum and colon appear normal. 

Dr. Kranes: Is the duodenum normal? One 
disease to be considered is a perforated duodenal 
ulcer. 

Dr. Haneuin: It looks normal. At the first ex- 
amination the gall bladder is satisfactorily visualized. 
Two and a half weeks later there is non-visualization 
of the gall bladder by the Graham test and only 
faint concentration of Priodax within it when the 
test was repeated two days afterward. 

Dr. Kranes: Are we sure that the tablets were 
not vomited at the second and third examinations? 

Dr. Jones: I do not know; I saw this patient a 
good many times during the course of events, but 
I do not recall that. 
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Dr. Kranes: It must be considered, but the 
nurses usually call it to the attention of the physician 
if a patient vomits the tablets. 

Dr. Haneuin: A slight amount of calcification 
is seen in the wall of the abdominal aorta — but 
nothing to suggest an aneurysm; the film of the 
abdomen was made several weeks before operation 
and gives no real further clue to the trouble. 

Dr. Kranes: There was no striking enlargement 
of the liver. 

Dr. Haneuin: No; it is not a huge liver. 

Dr. Kranes: One wonders whether the symp- 
toms of the second admission could have been in 
any way related to the first. Was this all due to 
congestive heart failure and a large, tender liver? 
Some enlargement of the liver between the two ad- 
missions was implied but was never definitely stated. 
However, there were no good confirmatory signs or 
symptoms of congestive failure during the second 
admission. I do not see how congestive failure with 
a tender liver could explain the course during the 
month in the hospital, particularly the extraordinary 
leukocytosis and the development of anemia. He 
appears to have gone steadily downhill, so I do not 
see how I can offer that as a logical explanation. 

Since the patient was known to have hyperten- 
sion, could the pain have been due to a complication 
of hypertension? The only complications of hyper- 
tension are vascular in origin, — either thrombosis 
or hemorrhage, — and are customarily confined to 
the heart and cerebrum, but they may be found else- 
where. Could he have had, for example, a mesenteric 
thrombosis? There certainly was not much evidence 
of intestinal obstruction, even though he had been 
vomiting throughout the final illness. There was 
no distention of the small or large bowel. Certainly 
those who were taking care of him would not have 
allowed him to go untreated for twenty-eight days 
if they suspected intestinal obstruction. As for 
hemorrhage, — abdominal apoplexy, so-called in 
many of the older medical textbooks, — despite the 
tarry stool I do not see how I can seriously consider 
that. 

Perhaps he had some independent disease having 
no relation to the hypertension. Certainly the x-ray 
and clinical findings suggest some localized disease 
in the right upper quadrant — specifically the gall 
bladder. I think one must conclude that he did 
have some disease of the gall bladder. But once 
one makes that statement it is about as far as he, 
— at least I, — can go. It certainly was not a stone; 
a stone would not explain the whole picture, and I 
doubt that he had a stone despite one duodenal 
drainage that showed an increased amount of cal- 
cium bilirubinate. Acute cholecystitis is possible, 
but the constant pain, nausea, vomiting and high 
leukocytosis: without any fever are against such a 
diagnosis. One thinks of more serious involvement 
of the gall bladder, such as empyema or gangrene; 
if so, I would expect the duodenal drainage to have 
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yielded more than an occasional white cell, and I 
would expect more fever. The same objections 
pertain to the various suppurative, inflammatory 
and even neoplastic diseases of the gall bladder. 
He had a fairly well filled gall bladder on the first 
examination, and it is difficult to believe it was the 
site of, for example, carcinoma. 

What about the liver? There was no good evi- 
dence of liver disease. The ++ cephalin floccula- 
tion is within the normal range, and both the clini- 
cal and laboratory examinations lend no support to 
the possibility that he had intrinsic liver disease. 
Hepatoma? I suppose it is a possibility. I have seen 
several cases of hepatoma with extreme leukocytosis. 

Another consideration is a slow perforation of a 
duodenal ulcer with a subhepatic abscess. The 
gastrointestinal series was negative on the first 
admission, and it seems improbable that he had an 
ulcer that perforated, or an acute ulcer between the 
two admissions; in either case one would expect some 
fever. 

What about acute or subacute pancreatitis? I 
do not think one can dismiss that quite so readily. 
The patient had an elevated serum amylase; he had 
constant pain, although it was not where one nor- 
mally expects pancreatic pain to be; and he had 
constant nausea and vomiting — all somewhat 
suggestive of acute or subacute inflammatory pan- 
creatic disease. For those reasons I do not believe 
that one can disregard that possibility. 

However, none of these possibilities satisfy me 
completely. When one is not satisfied, he begins to 
wander into the realm of generalized diseases that 
have local manifestations that may mimic other dis- 
eases. Outstanding examples of these are lymphoma 
and polyarteritis. I do not see how we can take 
lymphoma very seriously, for there is no evidence 
on which to make such a diagnosis. However, I 
cannot dismiss polyarteritis quite so readily. It 
certainly would explain a great deal that seems 
obscure in this picture. It would explain the ques- 
tions I raised about the first admission — the rapid 
progression of the hypertensive disease in the ab- 
sence of any fundal changes and the fact that he 
seemed to be much sicker than ordinary hypertension 
would warrant. Would it explain the extreme leuko- 
cytosis with a normal temperature? The abdominal 
pain of polyarteritis is not likely to be as constant, 
severe and prolonged as this, — it is usually recur- 
rent, — but I would not say that it ruled it out. 
One disturbing feature about such a diagnosis is that 
according to the record something apparently hap- 
pened in the eight days between admissions that 
caused a great deal of pain and resulted in a very 
high white count. Furthermore, one wonders 
whether the abdominal disease had anything to do 
with what had occurred before. 

The rule of this game requires that one make a 
diagnosis. The diagnosis that one makes in this case, 
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it seems to me, depends on whether he thinks this 
man had one or two diseases. If one thinks he had 
two diseases, he has to make a diagnosis of hyper- 
tension, with its complications, and in addition some 
intra-abdominal disease — most likely subacute 
pancreatitis. If one thinks the patient had one dis- 
ease, then I cannot see any way of escaping the 
diagnosis of polyarteritis nodosa. After due con- 
sideration, I think this patient did have one disease 
— and that it was polyarteritis nodosa. 

Dr. Jones: I think one statement that Dr. Kranes 
made should be modified. I think he said the serum 
amylase was elevated. It was actually normal. 
It was only 47 units. I do not believe one has a 
right to call that elevated. 

I saw this patient with Dr. Daniel Ellis on several 
occasions. At no time were we convinced that he had 
disease in the gall bladder, although we had thought 
of it very seriously. Two weeks before he was oper- 
ated on I thought he had a certain amount of con- 
gestive failure secondary to hypertensive disease 
and that the abdominal pain was probably on the 
basis of arterial thrombosis in the abdomen. I think 
that Dr. Ellis also thought vascular disease in the 
abdomen was the probable basis of the pain. The 
picture was not at all clear. The most striking 
things were the constancy of the pain, the relative 
constancy of the abdominal findings of tenderness 
and more or less spasm and the very high white-cell 
count, running as high as 33,000 without much 
elevation of temperature — 99.5°F., on the average. 
We believed the symptoms and signs that he had 
were more consistent with a vascular accident and 
vascular disease than with any other condition. 
He was explored because we believed an operation 
had to be done to make a diagnosis. 

Dr. Maurice Fremont-Smitu: What sort of 
vascular disease did you call it, Dr. Jones? Did he 
have an infarction? 

Dr. Jones: Because it happened very suddenly 
shortly before the second admission, we were in- 
clined to think he had a thrombosis of a branch of 
one of the large arteries of the abdomen. 

Dr. Earte M. Cuapman: Of the liver, Dr. Jones? 

Dr. Jones: No; because the liver was felt and 
was not tender. 

Dr. Cuapman: Would thrombosis of the cystic 
artery produce that? 

Dr. Jones: I think it could. 

Dr. Cuapman: The high white-cell count also 
brings that to mind —the lack of fever and the 
high white-cell count. 

Dr. Water Bauer: I agree with Dr. Kranes’ 
diagnosis. Very frequently patients with polyar- 
teritis nodosa have a leukocytosis of the degree 
reported with slight or no fever. I too believe the 
sequence of events and the rapidity with which they 
took place are all consistent with a diagnosis of 
polyarteritis nodosa. 


CASE RECORDS OF THE MASSACHUSETTS GENERAL HOSPITAL 


697 


Dr. Kranes: Don’t you think it was a strange 
hypertension? 

Dr. Bauer: Yes; it progressed rapidly, as it can 
in polyarteritis nodosa. 

Dr. Benjamin CasTLeMan: Have you any com- 
ment, Dr. Aub? 

Dr. Joseru C. Aus: I am glad somebody else 
was discussing this case! I notice that Dr. Kranes 
did not pay any attention to the red cells in the 
urine. 

Dr. Kranes: If the diagnosis is correct, it would 
explain the urinary findings. 


CuinicaL Diacnosis 


?Carcinoma of the body of pancreas. 
?Arterial thrombosis in abdomen. 


Dr. Kranes’ Diacnosis 


Polyarteritis nodosa. 


ANATOMICAL D1acGnosis 


Polyarteritis nodosa. 


PaTHoLocicaL Discussion 


Dr. CastLeMAN: Before operation, as Dr. 
Jones stated, there was quite a difference of opinion 
about what this man had, and it varied from day 
to day. One day it was chronic cholecystitis. When 
Dr. Leland McKittrick saw him, he said: “If this 
is not a cardiovascular disease I suspect carcinoma, 
probably primary in the body of the pancreas.” 
Dr. Ellis’s last note ended with the diagnosis of 
malignant disease and of course that is one reason 
that the patient was operated on — although he did 
say: “The white count is more in line with an in- 
fectious process.” Dr. McKittrick’s preoperative 
diagnosis was question of carcinoma of the body of 
the pancreas. 

At operation he found a lesion in the midportion 
of the pancreas that measured about 5 by 6 cm. in 
diameter. He called me to the operating room at 
the time. Although the surface of the pancreas 
looked perfectly normal, he thought he would try 
to get a biopsy; he could not reach what he believed 
was a small mass in the pancreas. The biopsy looked 
to me like normal pancreas. The gall bladder was 
slightly reddened, with many venous thrombi in its 
wall; there were no stones. The right gastric artery 
was almost completely occluded and was markedly 
calcified. He was unable to feel any pulsation in 
it, although he felt good pulsation of the celiac 
axis. He took a biopsy of the gall bladder and of 
the right gastric artery also. The postoperative 
diagnosis was pancreatitis or carcinoma of the 
body of the pancreas. Microscopically the biopsy 
of the pancreas showed many small arterioles with 
very severe intimal hyalinization, such as one may 
see in a patient with hypertension. We found throm- 
bosed veins in the wall of the gall bladder and also 
some thrombosed arteries consistent with the severe 
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arteriosclerosis. We believed that all the symptoms 
could probably be accounted for by the severe 
sclerosis of the abdominal vessels — something to 
which Dr. John Sproull often says we do not pay 
enough attention. He said some years ago, in dis- 
cussing a clinicopathological case, that we pay at- 
tention to coronary sclerosis, cerebral sclerosis and 
peripheral-vessel sclerosis but rarely pay atten- 
tion to the branches of the abdominal arteries, 
which may become sclere ~ and may cause symp- 
toms. That is what some physicians have described 
as abdominal angina. That is what I thought this 
patient had. 

Soon after operation the patient developed in- 
creasing uremia; he became oliguric and then anuric, 
and the nonprotein nitrogen went up to about 150 
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mg. He died with a severe bronchopneumonia five 
days postoperatively. 

At the time of autopsy we sectioned the head of 
the pancreas and found a large hematoma, most 
of which I believe was recent, perhaps as a result 
of the biopsy that Dr. McKittrick took — but that 
was only part of it, as the edge of the hematoma 
showed real organization, indicating that part of it 
had been present for some time. The microscopical 
section showed an organized thrombosis of a good- 
sized artery close to the hematoma. We also found 
at autopsy complete thrombosis of the right gastric 
artery and thrombosis of the cholecystic artery, a 
branch of the hepatic. The hepatic artery, although 
sclerosed, was quite patent, as was the celiac axis 
itself. 

I scheduled this case for a clinicopathological 
conference with the idea in mind that it was an ex- 
ample of abdominal angina due to arteriosclerosis 
and severe hypertension. Last night I looked at the 
autopsy slides for the first time and was amazed to 
find just what Dr. Kranes predicted. The wall of the 
gall bladder showed an old thrombosis with necrosis 
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of the arterial wall and a cellular infiltration around 
it; the mucosa was perfectly normal. This morning 
I had deeper sections cut of the biopsies of the gall 
bladder and pancreas and did find more vessels with 
complete thrombosis and recanalization and some 
with acute necrosis and granuloma in the wall of the 
vessels (Fig. 1). The kidneys showed, in addition to 
arterial disease, focal areas of necrosis in the glo- 
meruli — findings that we have now begun to see 
quite often in patients with polyarteritis nodosa. 
There were so many casts in the tubules (and in 
places an extruded cast with a cellular reaction) that 
I wondered whether there was a slight lower-nephron 
nephrosis as well. If he had received sulfonamides 
eight or nine months previously when he had the 
infection, an allergic reaction to the drug might 
explain the pathogenesis of the polyarteritis. Wheth- 
er the hypertension was cause or effect in this case 
is not clear; there has been a recent report suggest- 
ing that hypertension may be a factor in the etiol- 
ogy.* 


*Kipkie, G. F., and Johnson, D. §. Possible pathogenic mechanisms 
responsible for human periarteritis nodosa, Arch. Path. 51:387-392, 1951. 


CASE 37442 


PRESENTATION OF CASE 


A forty-seven-year-old man was admitted to 
the hospital in an unresponsive and incoherent 
condition. 

One week prior to admission he began to com- 
plain of general malaise. On the following day he 
developed a severe cough productive of large 
amounts of rusty sputum and subsequently began 
to vomit ingested food. Shortly after this he had a 
number of shaking chills and began to feel very 
warm, as though he had a “‘fever.”” He remained 
coherent and active, although the cough, fever and 
vomiting were unchanged. Three days prior to 
admission it was noted that he was less responsive 
and that he used his right arm and leg with con- 
siderable difficulty. He became incontinent of urine 
and feces. A diagnosis of lobar pneumonia was 
made and he was started on intramuscularly ad- 
ministered penicillin. Shortly thereafter the cough- 
ing and vomiting subsided. However, the patient 
became progressively more drowsy, and twelve 
hours before admission he became totally unrespon- 
sive. It was noted that his respirations were rapid 
and accompanied by many crackles and bubbles. 

For many years the patient had “bronchial 
trouble,” with a mild cough. One year prior to 
entry he had bronchopneumonia with an apparently 
uneventful recovery. For many years he had con- 
sumed large quantities of alcohol daily. 

Physical examination revealed a sallow, semi- 
comatose man propped up on pillows, with rapid 
bubbling respirations. The neck veins were flat. 
The heart was negative. There were coarse inspira- 
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tory and expiratory rales and rhonchi throughout 
both lung fields but no definite dullness. There was 
moderate clubbing of the fingers. There was no 
edema or cyanosis. He responded to painful stimuli 
only on the left side. The eyes were roving, and he 
seemed unable to see to the right. The pupils did 
not react. There was right-facial weakness and 
flaccid paralysis of the right arm and leg. The patel- 
lar, Achilles and radial reflexes were equal and 
active. The triceps and biceps reflexes were slightly 
more active on the left. Plantar reflexes were flexor. 

The rectal temperature was 103.6°F., the pulse 
120 and the respirations 40. The blood pressure was 
150 systolic, 90 diastolic. 

Urinalysis was negative except for a + albumin. 
A urine culture and smear were negative. Examina- 
tion of the blood showed a white-cell count of 
14,800, with 84 per cent neutrophils and a hemo- 
globin of 12 gm. A sputum smear revealed gram- 
positive cocci and gram-negative cocci, diplococci 
and rods. A throat culture showed abundant 
growth of alpha-hemolytic streptococci and moder- 
ate growth of catarrhalis. On lumbar puncture the 
initial pressure of the spinal fluid was equivalent to 
220 mm. of water and the final pressure equivalent 
to 160 mm. of water. The fluid was cloudy yellow, 
and contained 7500 white cells per cubic mm., 
with 92 per cent neutrophils. The total protein was 
1040 mg. per 100 cc., the chloride 102 milliequiv. 
per liter and the sugar 37 mg. per 100 cc. The col- 
loidal gold curve was 5555555555 and the spinal- 
fluid Hinton test negative. Cultures of the spinal 
fluid grew Staphylococcus albus and B. subtilis. 
An x-ray film of the chest showed a clear right lung 
field and considerable density in the left upper lobe 
and probably in the lower lobe as well. A round 
shadow approximately 4 by 3 cm. was present at 
the level of the hilus. The heart was not enlarged. 

The patient was started on streptomycin, peni- 
cillin and digitalis. Examination on the second 
day showed the following additional findings. The 
neck was stiff; there was pain on movement and a 
positive Kernig sign. The pupils now reacted to 
light. Eye movement to the left was normal, but 
to the right there was not only impairment of gaze 
but there was also a lack of conjugate movement, 
with the adducting eye not moving as far to the 
right as the abducting eye. The right plantar 
reflex was extensor and the left flexor. On lumbar 
puncture the spinal fluid was under a pressure equiv- 
alent to 230 mm. of water and concained 3500 white 
cells per cubic mm. The total protein of the fluid 
was 220 mg. per 100 cc., the chloride 118 milliequiv. 
per liter and the sugar 41 mg. per 100 cc. Culture 
of the fluid showed no growth. On the third day the 
spinal fluid was turbid and contained 1900 white 
cells per cubic mm., with 90 per cent neutrophils. 
By the sixth day the spinal fluid was clear and sub- 
sequently never contained more than 150 white 
cells per cubic mm. Physical findings remained 
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unchanged, with the temperature ranging from 
100 to 103°F. On the eleventh day the tempera- 
ture rose to 105°F., the coma deepened and the 
patient died quietly. 


DirFERENTIAL D1aGnosis 


Dr. Maurice Fremont-Smitu*: A history of a 
patient admitted in stupor and whose family cannot 
be present is always unsatisfactory. Had this-man 
had any sinus or ear infection?’ Had any headache 
preceded this condition? Because he had clubbed 
fingers, I should like to know how much cough he 
had and whether he had sputum. 

Dr. Benjamin CastTLEMAN: Dr. Adams, can you 
answer any of those questions? 

Dr. Raymonp D. Apams: No. 

Dr. Fremont-Situ: The urinalysis was negative 
except for a + albumin. I should like to know if 
there were any red cells. 

Dr. CastLEMAN: The urine did not contain red 
cells. 

Dr. Fremont-Smitu: The sputum smear was 
nonspecific. The throat culture showed alpha-hemo- 
lytic streptococcus, which is so common in the 
throat that it may mean nothing. The picture of 
the spinal fluid is interesting; it definitely shows a 
very severe bacterial meningitis. The chloride and 
sugar were low, both going with bacterial meningitis. 
The colloidal gold curve could have been of any 
type with the amount of protein that was present 
in that fluid. The cultures grew Staphlococcus albus, 
and there is no question about the fact that he had 
meningitis. 

There was a statement that the heart was nega- 
tive. I dislike statements like that. I should like to 
know more about the heart. The patient was given 
streptomycin, penicillin and digitalis. The neck 
veins were not engorged and the physicians thought 
he had no heart failure. Why digitalis? The second 
neurologic examination is the one that I think was 
the more careful one. The neck was stiff, with a 
positive Kernig sign. The eye movements to the 
left were normal, but to the right there was loss of 
conjugate deviation. Also on the right side there 
was paralysis of face, arm and leg and a positive 
Babinski sign, showing that he had some serious 
intracranial lesion on the left. The conjugate move- 
ment of the eyes would be affected by a lesion some- 
what anterior to the motor area. It is obvious that 
both the left motor and left sensory areas were 
involved, as he had lack of sensation on the same 
side as the paralysis. Hence, he must have had a 
severe lesion in the left cortex in addition to the 
meningitis. The interesting thing is that as the 
man grew worse and died the spinal fluid became 
better and cleared. 

May I see the x-ray films? 

Dr. James J. McCort: The x-ray films of the 
chest are not very helpful. They were taken with 


*Associate physician, Massachusetts General Hospital. 
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portable apparatus on a semicomatose patient 
lying in bed, and only anteroposterior films could be 
obtained. The right lung is clear and there is no 
fluid in the right pleural cavity. On the left side 
there is a hazy increase in density in the left upper 
lobe and the lobe is reduced in size, particularly in 
the region of the inferior and superior lingular seg- 
ments. Adjacent to the hilum and in the region of 
the left-upper-lobe bronchus and the lingular bron- 
chus there is an irregular soft-tissue density. A small 
amount of fluid is seen in the left pleural cavity. 
Both leaves of the diaphragm are in their normal 
position. No gross abnormality of the heart and 
vessels is seen. 

Dr. Fremont-Smitu: The things we know about 
this man are that he had a bacterial meningitis, 
an intracranial lesion and a condition that was 
called a pneumonia; it may have been pneumonia 
and may have cleared under the antibiotics. Ap- 
parently the antibiotics also cleared the spinal fluid. 
It seems to me that a collection of pus in the region 
of the left cortex or below the left cortex has to be 
considered as the focal point of the meningitis, and 
the question is: Where did this pus arise from? 
It is very like a lesion below the diaphragm — a 
subdiaphragmatic abscess or a liver abscess that 
causes sterile fluid or even at times a slightly in- 
fected fluid above the diaphragm. I think the pa- 
tient had something within the brain that broke 
through, causing meningitis, but that the menin- 
gitis was a secondary affair. 

What could be the source of an infected bacterial 
lesion in the substance of the brain? Well, it may 
have been an embolic phenomenon. Subacute 
bacterial endocarditis, I think, rarely causes an 
actual abscess in the brain. An acute endocarditis 
with metastases might cause an abscess in the 
brain. That is one possibility, but there are a great 
many things against it. The heart was said to be 
negative. Almost always there is a loud systolic 
murmur with acute endocarditis. There was no 
evidence of embolic phenomena elsewhere in the 
body — the urine contained no red cells; the spleen 
was not said to be enlarged; there were no petechiae 
in the fingers or conjunctivas. As none of these were 
present, I think endocarditis is probably to be ruled 
out. 

Another condition, a very interesting one, — 
is subdural empyema — a condition described by 
Kubik and Adams! in 1943. Subdural empyema is 
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a condition that is not usually recognized, but if it 
is recognized the patient can sometimes be cured, 
as were two of their patients. It usually arises as a 
result of severe infection in the paranasal sinuses 
or in the ear. Dr. Kubik and Dr. Adams reported 
14 cases, 13 of which arose from the sinus or the ear. 
There was one case that was metastatic from bron- 
chiectasis. The symptoms are headache, stiff neck, 
fever, confusion, later coma, very frequently paresis 
or paralysis of the opposite side, a conjugate devia- 
tion of the eyes, — inability to move the eyes to the 
paralyzed side, — and often convulsions. In none 
of these cases was there an actual bacterial menin- 
gitis. There were signs of meningismus, but the 
cultures were negative in all cases. In no case was 
the cell count as high as in this case. However, the 
condition does need to be considered, as one can 
let out the pus through a burr hole, sometimes sav- 
ing the patient by this procedure. I refer you to 
Kubik and Adams’ interesting report. 

The other possibility, — and the one that I think 
is the most likely, — is that this man had a lesion 
in the chest, possibly bronchiectasis but more prob- 
ably abscess. Bronchiectasis is usually bilateral, and 
it is often not visible in the plain x-ray films. I 
think he had a metastatic abscess from the lung to 
the brain, — either multiple or a single brain abscess, 
—and that such an abscess broke through the 
cortex and infected the meninges and that the 
patient therefore developed a bacterial meningitis. 

Dr. Atrrep Kranes: This man had clubbing of 
the fingers, so perhaps the chest lesion had been 
present for a long time. If it was, then perhaps it 
would be less likely to be an abscess than bronchiec- 
tasis with pneumonia — repeated pneumonias on 
top of the bronchiectasis. 

Dr. Fremont-Smitu: I think that is a good point. 
Repeated pneumonias are more likely to be sub- 
sequent to bronchiectasis than to an abscess. 

Dr. Tuomas Paine: There is one point about 
the bacteriologic studies: The spinal fluid grew out 
Staphylococcus albus and B. subtilis. I think the 
presence of B. subtilis raises a rather large question 
about the nature of the real infecting organism. I 
do not think one can believe that Staphylococcus 
albus was the real infecting organism here, since 
the other organism was present. 

Dr. Fremont-Smitu: Isn’t B. subtilis much more 
likely to be a contaminant? 
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Dr. Paine: Yes; therefore, I must suspect that 

the staphylococcus may also have been a con- 
taminant. 

Dr. Joun T. Stansury: I wish the radiologist 
would consider the lesion in the hilum consistent 
with carcinoma in the lung. This might be an ab- 
scess secondary to carcinoma of the lung. 

Dr. McCort: I do not see how one can exclude 
the possibility of carcinoma of the left-upper-lobe 
bronchus on the basis of this limited x-ray examina- 
tion. 

Dr. Stanspury: This man was an_ alcoholic. 
Such patients are quite prone to infection with Fried- 
lander’s bacillus; that can give rise to lung abscess. 
I wonder if that type of abscess metastasizes to the 
brain. 

Dr. CastLeMAN: Any type of lung infection may 
metastasize to the brain. 

Dr. McCort: Was a cytologic examination of 
the sputum done? 

Dr. CastieMan: I do not believe one was done. 

Dr. Paine: What did the gram stains of the 
spinal fluid show? 

A Puysician: We saw no organisms. 

Dr. Fremont—Smitu: The fact that the chloride 
and sugar were lowered must mean that there were 
bacteria in the spinal fluid. 

Dr. James B. Ayer: If the time relations given 
here are correct, this man was well until only a 
week before admission. Therefore, I hardly think 
he had a subdural infection of the extent that is 
suggested, and J also think the sinuses would have 
shown some disease. The fact that he was well and 
then acutely ill suggests bacterial meningitis, per- 
haps with the infection more severe on one side 
than on the other, which is not uncommon. I have 
seen cases of Staphylococcus albus meningitis that 
ran a mild course without specific treatment. B. 
subtilis is a fairly common contaminant. A small 
abscess as an initial point of infection is possible, 
but I think that a thrombophlebitis is more so. 
Death would not necessarily be due to meningitis. 
I suspect that there was something else, such as a 
block of the cerebral fluid, perhaps from medullary 
pressure. 

Dr. CastLeMAN: We have the two authors of the 
paper on subdural empyema right here. Dr. Kubik, 
have you any comment? 

Dr. Cuartes S. Kusix: Of course, metastatic 
subdural empyema is a rare condition. The cell 
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count in the fluid was rather high for that, as Dr. 
Fremont-Smith pointed out. The rapid course might 
suggest that possibility, but I should think that an 
intracerebral abscess would be more likely. 

Dr. Apams: We saw this patient on the ward. 
The arguments that the Medical Service used were 
something as follows: This man clearly had a 
meningitis because of all these cells in the spinal 
fluid and the low sugar. However, the lateralizing 
signs came on so early and were so prominent that 
it was obviously more than an ordinary bacterial 
meningitis. Usually lateralizing signs in bacterial 
meningitis develop rather late in the second or 
third week of the infection and are often due to 
thrombophlebitis. In this case they were the first 
indications of intracranial disease. We assumed, 
therefore, that the patient had an abscess in the 
brain that had ruptured into the ventricle, or a 
septic embolus that produced focal areas of destruc- 
tion and a bacterial meningitis. Unfortunately, the 
history was not sufficiently complete to determine 
by the rate of onset which of these two conditions 
had occurred. There was no source of embolus. 
Abscess was thought most likely, but since the 
patient was moribund when seen the Neurosurgical 
Service thought he would not survive a brain opera- 
tion. 


CurnicaL DIAGNOsIs 


Metastatic brain abscess. 


Dr. Fremont-Smitu’s DIAGNOSES 


Metastatic brain abscess from bronchiectasis of 
the lung, with rupture into meninges. 


Meningitis. 


ANATOMICAL D1IAGNOSES 


Brain abscess, left parietal lobe (bacteroides), 
metastatic from lung abscess. 

Ventricular empyema. 

Cerebellar pressure cone. 

Cirrhosis of liver, alcoholic type. 


PaTHoLocicaL Discussion 


Dr. CastLtEMAN: The autopsy showed that the 
pulmonary lesion was in the inferior posterior portion 
of the left upper lobe. It proved to be a benign ab- 
scess that apparently had produced a metastatic 
abscess to the brain, which Dr. Adams will tell us 
about. There was a fairly severe alcoholic cirrhosis. 
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Dr. Apams: From the time the brain was first 
exposed, on removal of the calvarium, it was clear 
that it was abnormal. The surfaces were flattened, 
and the left cerebral hemisphere was much broader 
than the right — especially its posterior half. Over 
the left parietal lobe the convolutions were unusually 
broad and flat. The arachnoidal membrane along 
the base of the brain and over the posterior aspect 
of the spinal cord was opaque and whitish, but no 
subarachnoid exudate could be seen on gross in- 
spection. There was a sizable left-cerebral pressure 
cone, compressing the medulla. Coronal sections of 
the brain disclosed a large abscess occupying the 
left parietal lobe; it extended almost from the supe- 
rior frontal region back to the occipital region and 
inferiorly to the temporal lobe. It was filled with 
pale-greenish exudate of fetid odor. When it was 
removed one could see that the wall of the abscess 
was thin, rather pinkish and evidently lacking in 
fibrous connective tissue. The abscess extended 
from the cerebral cortex to the ventricle into which 
it had ruptured. The abscess was in a position to 
produce a hemiplegia, homonymous hemianopia and 
aphasic disorder such as were observed in this pa- 
tient. The rupture into the left lateral ventricle was 
obviously responsible for the meningitis. Death 
very likely was related to the ventricular empyema 
and the cerebellar pressure cone. 

Dr. Kranes: Was any organism cultured? 

Dr. CastLeMaNn: The bacteriologic aspects were 


of particular interest. The abscess of the lung 
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showed a predominance of Staphylococcus aureus, 
as well as many other organisms. From the brain 
abscess we obtained a pure culture of bacteroides. 
I think this is very significant and may explain the 
lack of response to antibiotics. Apparently the bac- 
teroides organisms are quite unresponsive to anti- 
biotics. Dr. Ropes, you have been studying this.?:* 
Would you agree? 

Dr. Marian Ropes: I agree; I think the evidence 
is still very poor concerning whether any chemo- 
therapy or any of the antibiotics help. There are a 
few reported cases in which it seems possible they 
do. Because of the presence of Staphylococcus albus 
in some cultures it may have been assumed that it 
was the responsible organism. The _ bacteroides 
might not grow out for two weeks, and unless the 
cultures were kept a long while, — up to two weeks, 
— it might explain the absence of bacteroides in the 
spinal fluid. 

Dr. CastLeMAN: The staphylococci may have 
overgrown the bacteroides that was there. 

Dr. Paine: That is certainly a good suggestion. 
Bacteroides is a very strict anaerobe. It does not 
grow unless one incubates the culture under strictly 
anaerobic conditions for a long while. 
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REPORT FROM STOCKHOLM 


Tue fifth General Assembly of the World Medical 
Association, — a meeting the significance of which 
was emphasized in these columns on August 16, — 
took place in Stockholm September 16~ September 
21. The Council of the Association held its twelfth 
meeting September 9— September 15 and convened 
for its thirteenth session on September 22, after 
the elections held by the Assembly, continuing its 
labors into the following day. September 21 was 
given over to the second annual meeting of medical 


editors, a convention that was inaugurated in New 
York in the fall of 1950, on the occasion of the fourth 
General Assembly. 


EDITORIALS 703 


The real and arduous work of the Association is 
accomplished by committees and in the Council 
sessions. ‘The Assembly initiates, discusses and 
ratifies this work and provides that most ancient 
and most democratic of all proceedings — an open 
forum. 

At the recent meeting, with the medical asso- 
ciations of over thirty countries represented, Dr. 
Elmer Henderson, in turning over the presidency to 
Dr. Dag Knutson of Sweden, reviewed the activi- 
ties of the Association and Council during the past 
year, stressing particularly the close relations that 
have developed between the Association and the 
World Health Organization and other international 
bodies. 
the Association in medical education and the desire 


In addition, he reviewed the objectives of 


of the organization to sponsor a world conference on 
this important subject. 

The delegates of three new member associations 
were welcomed, those of Japan, Western Ger- 
many and Thailand, — and the associations of the 
Republic of Korea, Burma and Haiti were voted into 
membership. The Association’s pledge of support 
to the World Health Organization was again 
affirmed. 

Three sessions of the Assembly were given over 
to a discussion of social security as it affects medical 
practice, with the delegates of every country repre- 
sented participating, as well as a number of ob- 
servers. Of particular interest was the variance 
of the views expressed on this controversial subject. 
The majority, as is to be expected, were opposed 
to what is generally called socialized medicine, be- 
cause of its political implications and the conditions 
under which physicians are expected to care for their 
patients. 

Dissenting to greater or less degree from this 
prevalent opinion were the three Scandinavian 
countries, in which a moderate socialism has been 
in effect for some time. Dr. Johan Haffner of Nor- 
way particularly stressed the general satisfaction of 
Norwegian physicians with the circumstances under 
which they work and disagreed with the majority 
opinion that compulsory participation should apply 
only to those patients who cannot otherwise take 
care of their medical expenses. In Norway, he stated, 
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90 per cent of the population is covered by the 
present state-administered system. 

As a result of this general expression of opinion 
on social security, the matter was referred to the 
Council for further study. 

One came away from a meeting of this new world- 
wide association (still less than six years old) with 
a belief in the fundamental value to mankind of 
such an effort. This belief must be based not on 
any recorded concrete accomplishments at this 
early date but on the simple fact of the existence 
of the organization and the good will that it repre- 
sents. It is further tangible evidence of the cease- 
less struggle that man in his desire for the right is 
making against man with his proclivity for unright- 


eousness. 


PROLONGATION OF LIFE FOR PHYSICIANS 


Tue mortality data of physicians was the subject 
of a study, several years ago, by Dublin and Spiegel- 
man.' In the group fifty-five through sixty-four 
years of age an 11.2 per cent increase was shown in 
the annual death rate of physicians over that of the 
population in general, as compared with a study 
made in 1925.2 In the same age group the ratio 
of the death rate of physicians to that of white men 
in general was 1.11 to 1.0. There were higher death 
rates for physicians from the degenerative condi- 
tions but much lower death rates from most in- 
fectious diseases and surgical conditions. These and 
other studies confirm the marked increase in the 
death rate of physicians over forty-five from arterio- 
sclerotic and coronary disease as compared with the 
white male population. The increase in deaths from 
the leukemic disorders among radiologists as com- 
pared with non-radiologists* has also been pointed 
out as probably due to a specific environmental 
factor. 

The possible etiologic factors and preventive 
measures have recently been discussed by Lewis.* 
His views on the matter of prevention should in- 
terest all physicians. He cites the well known care- 
lessness of physicians in seeking medical attention 
early, their reluctance to take up the time of their 
busy colleagues and perhaps the failure of some 
physicians to give their fellow physicians the bene- 


fit of their most painstaking attention. Studies of 
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executive personnel and the examination of physi- 
cians for admission to the armed services indicate 
the large number of abnormal findings in all adult 
groups. Thus an annual physical examination is 
one of the primary preventive measures for the physi- 
cian to adopt,—as it is for the layman, — in 
order that the earliest abnormal changes may be 
detected. Many business firms are more advanced 
than medical societies in providing medical clinics 
for employees and in arranging for medical check-up 
on their executives. The thought is expressed by 
Lewis that some prepayment plan might be estab- 
lished or organization dues arranged to provide 
clinical facilities for examination and advice on 


treatment for physicians and perhaps for their 


families. Perhaps a state medical society, with the 
assistance of the Blue Shield or an insurance com- 
pany and a few local hospitals in the state, could 
join forces to furnish such services to the members 
of a state medical society and their families. In the 
interests of really good preventive medicine such a 
service should begin early in the life of the physician. 
Such clinics might also have considerable influence 
in stimulating more laymen to seek annual medical 
examination. Pediatrics has already done much 
toward this end concerning the routine examina- 
tion of children, and many adults profit by a regular 
check-up. Emphasis on the principles of mental 
and physical hygiene for physicians and laymen 
could be a further benefit of such a program. The 
principal benefit will be the prolongation of the life 
of many middle-aged physicians — men who have 
too often died in the full bloom of their valuable ac- 
cumulated experience with patients and with dis- 


ease. 
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MEDICAL EDUCATION IN 1951 


Tue postwar confusion that swirled about medical 
care and medical education in the United States is 
subsiding. Although a good deal of smoke was 


generated (and is still apparent in some quarters), 
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1951 has witnessed a significant clearing of the at- 
mosphere, with more light and less heat than in 
any recent year. The panic about doctor shortages 
has largely subsided, although the military uncer- 
tainties amid which the world exists haunt it with 
all kinds of narrow margins. Some of the earlier 
reports on the cost of medical education now ap- 
pear to have been unduly pessimistic. Partial relief 
has been initiated by the medical profession itself 
and promises to be continued in the immediate 
future— yet in the opinion of many who are 
wrestling with the problem this help can only be a 
part of a multilateral program if the challenge to 
the retention of present standards of medical 
education is to be fully met. 

The medical schools have, during the past aca- 
demic year, enrolled the largest number of students 
in their history. This was revealed in the fifty-first 
annual report of the Council on Medical Education 
and Hospitals of the American Medical Association, 
a total of 26,191 students having enrolled in the 
79 approved medical schools of the United States. 
Of these, 7182 were entered in the first-year classes. 
It is estimated that 7400 new students will embark 
this fall on the study of medicine in the schools of the 
nation. Privately owned schools enrolled 54.2 per 
cent of the total of medical students last year, which 
was slightly less than the percentage (54.9) of the 
previous year. 

The schools graduated 6135 physicians last year, 
the largest number for any year except 1947, when 
with the termination of the wartime accelerated 
schedules several schools graduated more than one 
class of students. In the seven years before World 
War II the annual graduations from approved 
schools ranged from 5089 to 5377. In 1920 there 
were 2680 graduates. ‘True, the population of the 
land is much greater, hence the relative number of 
physicians does not increase with this increased 
output. In 1920 there was one physician for every 
729 persons; in 1950, one for every 730. 

Although the relative numbers of physicians have 
not increased, there can be little doubt that their 
quality has greatly improved, that they render more 
services, that their services are more effective and 
that they are altogether a more substantial support 
of the nation’s health than ever before. This is 


EDITORIALS 


true partly because the educational processes are 
constantly improving and partly because of the 
selective process applied to candidates for admission 
to the schools. 

Seventy schools were able to supply information 
on the scholastic records of those apylicants ac- 
cepted for admission. Approximately 40 per cent 
of the students entering medical school last year 
had “A” averages, another 40 per cent had “B” 
averages and almost 20 per cent had averages of 
“C” or lower in their college work. The survey of 
the previous year indicated that only 9.1 per cent 
of the entering students had “C” averages. The 
falsity of the irresponsible charge that students 
who do not maintain a straight “A” average in 
college have little or no chance of being admitted 
to medical school was thus pointed out. It is sig- 
nificant, however, that no students who had “D” 
averages were admitted. 

FOCAL INFECTION AND SYSTEMIC 
DISEASE 

Tue June issue of the Journal of the American 
Dental Association is devoted to a report by Dr. 
Kenneth A. Easlick, professor of dentistry and of 
public-health dentistry at the School of Public 
Health of the University of Michigan. This report 
is entitled “An Evaluation of the Effect of Dental 
Foci of Infection on Health.” It is based on a 
review of the literature and was prepared after 
consultation with a number of leading authorities 
in medicine and dentistry. It contains discussions 
of the mechanism of focal infections, of the various 
problems in the diagnosis of focal infections from 
nonvital or diseased vital teeth and of the role of 
such infections in diseases of the joints, heart, 
kidneys, eyes and skin. 

The impetus for this review was obviously de- 
rived from the demonstration of the effects of cor- 
tisone and ACTH on rheumatoid arthritis and on 
many other diseases of unknown origin in which 
focal infections have, during the past quarter- 
century, been thought to play an important etiologic 
role. During this period, as pointed out in the 
editorial that accompanies this review, countless 
teeth have been removed in an effort to cure or 
relieve various systemic disorders. The scarcity of 
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instances of lasting improvement resulting from 
dental surgery in such cases has raised considerable 
doubts concerning the rationale of this procedure. 
The demonstration of the effects of the adrenal 
hormones in many of these disorders obviously 


calls for a new appraisal of the role of focal 


infections in such conditions. 


The Magnetic Herald from Earlville, Madison 
County, N.Y., will never kill anyone by its 


shocks. 
Boston M. & S. J., November 5, 1851 


DEATHS 


Bartietr — Oliver L. Bartlett, M.D., of Lenox, died on 
October 8. He was in his ninety-second year. 

Dr. Bartlett received his degree from Columbia Univer- 
sity College of Physicians and Surgeons in 1887. 

His widow, two sisters and a nephew survive. 


Cotuns — Aubrey J. Collins, M.D., of Hyde Park, died 
on October 3. He was in his seventy-seventh year. 

Dr. Collins received his degree from Tufts College Medical 
School in 1902. He was a fellow of the American Medical 
Association. 

His widow survives. 


Cort — Parker M. Cort, M.D., of Springfield, died on 
September 27. He was in his seventy-fourth year. 

Dr. Cort graduated from Harvard Medical School in 1902. 
He was a member of the Clinical Club, the Springfield Acad- 
emy of Medicine and the American Medical Directors 
Association. 

His widow, a son and a daughter survive. 


Germain — The death of Harry 
Belleair, Florida, has been reported. 
seventh year. 

Dr. Germain graduated from Harvard Medical School in 
1898. He was a member of the American College of Surgeons 
and a fellow of the American Medical Association. 

His widow and a daughter survive. 


H. Germain, M.D., of 


He was in his seventy- 


Witsincton — Alfreda B. Withington, M.D., of Pitts- 
field, died on October 2. She was in her ninety-second year. 

Dr. Withington received her degree from the Woman’s 
Medical College of the New York Infirmary for Women and 
Children in 1887. She was a former president of the Berkshire 
Medical Society. 

No immediate relatives survive. 
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THE SELECTIVE SERVICE SYSTEM 
The following information has been received from 
the National Advisory Committee to the Selective 
Service System. 


Release from Service 

The Department of the Navy is using the following policy 
in regard to release from service of physicians and dentists 
(former and reservists): 

Priority 
Priority III 
Priority IV 

(12 months during World War I) 12-17 months 

(Less than 12 months during World War IL). 12-24 months 

The Department of the Army is operating, at present, on 

the following program: 

Any physician or dentist who served 12 months during World War II 
becomes eligible for release after 17 months of current service, except 
those called in Organized Reserve Units, who will serve the full 24 months. 

The Department of the Air Force is operating, at present, 
on the following program: 

Any physician, dentist or veterinarian may request release after 21 
months of service. Hf he was in Priority I or Il, the 21 months must be 
during the present term of service. 


Induction Group 

Requests for delay in active-duty orders have been asked 
for some of those physicians who accepted commissions after 
receiving orders for induction and before being inducted. 
This is entirely out of order except where there are very 
special extenuating circumstances. Therefore, the Health 
Resources Advisory Committee is calling all records of such 
cases to Washington for review. In fairness to the State 
Committees, there have been instances where such delays 
have been requested and granted without the knowledge of 
the Committee or without regard to the advice of the Com- 
mittee. 

Physician Draft 

The following item was taken from Selective Service for 
August, 1951: 

The planned induction under Selective Service of 333 Priority | medical 
officers scheduled during the month of August has been delayed temporarily 
at the request of the Department of Defense 

In requesting the delay, the Desactasas of Defense stated that the 
delay was based entirely upon an unanticipated and sustained increase 
in the number of doctors applying for Reserve Commissions in the Armed 
Forces. Whether or not all of the doctors, whose induction will be delayed 
during August, -will be called during September is dependent upon the 
volunteer rate during the next few weeks, the Department of Defcnse said. 

The Secretary of Defense has indicated that no reduction is antici pated, 
at this time, for the call of 152 Priority I doctors scheduled to be taducaad 
during Septemt ber. 


Physician Inductions 

The following item was taken from Selective Service for 
September, 1951 

State Directors have reported to National Headquarters that many of 
the special registrants ordered by their local boards to report for induction 
on the July call, for 717 doctors, were found to have been previously com- 
missioned, This brought to light the fact that the Armed Forces were not 
in every instance forwarding a D. D. Form 44 to his local board after a man 
was commissioned. 

Since the July cal! for special registrants was issued, the Armed Forces 
have commissioned 429 doctors. Of this ae, 333 received Army 
commissions, 186 Air Force, 3 Navy, and 7 were commissioned by the 
United States Public Health Service. 

Incomplete reports from the States also disclosed that 10 doctors were 
declared physically unfit; 80 were reclassified, postponed, or cancelled; 
2 were inducted; an indefinite number are still ‘pending for one reason or 
another; and another very small number are believed to be delinquent 
and will be reported as such by their local boards. 

Of the two inducted, it has recently been reported in the public press 
that one of them agreed to accept a commission after completion of 3 days’ 
service as an enlisted man. 


CORRESPONDENCE 


ANTITHYROID DRUGS AND ACUTE THYROIDITIS 


To the Editor: In the September 6 issue of the Journal, 
Reveno and Rosenbaum present a report of three cases of 
acute thyroiditis in which it is suggested that the employ- 
ment of antithyroid drugs effects a salutary influence on the 
course of the disease. There are two points that bear com- 
ment with regard to this conclusion. 

The first is that the natural course of the disease is such 
as to make evaluation of antithyroid agents difficult. Since 


24 months 
12-24 months 
24 months 
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1940, 11 cases of acute thyroiditis have been seen in the 
Thyroid Clinic of the Massachusetts General Hospital. The 
courses have been sufficiently diverse to allow the interpreta- 
tion that the cases described or cited by Reveno and Rosen- 
baum! merely exhibit variations in the natural course of acute 
thyroiditis, unaffected by the therapy employed. 
he second is that the effects of acute thyroiditis on thy- 
roid function and iodine metabolism are such that antithy- 
roid agents should logically exert no influence on the proc- 
ess. Recent studies in this laboratory and in others*»* have 
shown that in severe acute thyroiditis profound abnormalities 
of the basal metabolic rate, serum protein-bound iodine and 
radio-iodine uptake are frequently encountered. Characteris- 
tically, the basal metabolic rate is somewhat elevated, the 
rotein-bound iodine is moderately elevated and the radio- 
iodine uptake by the gland is markedly reduced, often to 
so-called myxedematous levels. It is interesting that the 
basal metabolic rate may, however, at times be normal de- 
spite a significant elevation of the protein-bound iodine. 
The best explanation for this triad of normal or increased 
basal metabolic rate, increased protein-bound iodine and 
depressed radio-iodine uptake seems to be the following: 
The effect of the acute inflammatory process on the thyroid 
gland is twofold — to cause a discharge of existing iodinated 
thyroglobulin or iodinated amino acids, or both, into the 
blood stream and to suspend (generally temporarily) the 
ability of the thyroid gland to accumulate iodide ion from 
the circulation. This would explain the hyperthyroidism that 
may transiently accompany this disease and the hypothyroid- 
ism that may supervene late, in those glands that do not re- 
cover function. The occasional finding of an elevated protein- 
bound iodine in the absence of an elevated basal metabolic 
rate or of clinical hypermetabolism raises the question whether 
or not iodinated amino acids other than thyroxine, such as 
diiodotyrosine and monoiodotyrosine, which are of minimal 
calorigenic potency, may be released from the thyroid gland 
in this state. As yet no data are available on this subject. 
To return to the possible effect of blocking agents on acute 
thyroiditis: The thiourea group of compounds inhibit organic 
incorporation of iodine but do not impair iodide collection by 
the thyroid gland. Since the thiourea drugs are reducing 
agents and since the trapped iodide must be oxidized to 
iodine before iodination can occur, it is thought that these 
compounds act to inhibit this oxidative step, either directly 
or by virtue of enzymatic inhibition. Since the gland in acute 
thyroiditis cannot accumulate iodide ion, a metabolic block 
is thus already present, at a stage of iodide metabolism pre- 
ceding that at which thiourea would act — in effect the type of 
block that would be created by large doses of thiocyanate. 
Thus it is extremely unlikely that antithyroid agents could be 
effective in this process, unless these agents possess some 
hitherto unrecognized anti-inflammatory action. Further- 
more, there is no evidence that antithyroid drugs affect the 
rate of release of preformed thyroxine, and it has been clearly 
shown that these agents do not impair the peripheral action 
of thyroxine, hence one would not anticipate any alleviation 
of thyrotoxic symptoms on such bases. 
James B. Wyncaarpen, M.D. 
Thyroid Laboratory 
Massachusetts General Hospital F 
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BACK NUMBERS OF JOURNAL NEEDED 

To the Editor: The University Library, Scientific and 
Medical Department (49, Norre Allé, Copenhagen N, Den- 
mark) has tried in vain to procure back numbers of the 
New England Journal of Medicine. 

We need especially Volumes 175-224, 226 and 229. 

Tt is our hope that the readers of the Journal may be able 
and willing to help us. We will, of course, gladly pay all 
transport expenses, and can offer in return a free subscrip- 
tion to one of the Danish Acta (see list in the Quarterly Cumu- 
lative Index Medicus), covering as many volumes as we 
receive. 

Torxit OLsEen 
Exchange Librarian 


BOOKS RECEIVED 


BOOK REVIEWS 


Diseases of the Tropics. By George C. Shattuck, M.D. 8°, 
cloth, 803 pp., with 131 illustrations and 26 tables. New 
York: Appleton-Century-Crofts, Incorporated, 1951. $10.00. 

Modern war and travel have increased contact between 
the temperate and tropical regions to such an extent that a 
working knowledge of the prevalent tropical diseases has 
become necessary to the general practitioner. This book 
offers a concise but comprehensive account of the major 
tropical diseases likely to be encountered in practice in the 
temperate zone. Malaria, leishmaniasis, amebiasis, yaws, 
the typhus fevers, yellow fever, plague and cholera are 
stressed. Diseases of lesser importance have been more briefly 
but adequately described. Epidemiology, prophylaxis and 
control are outlined for each disease, making the book of great 
use to the public-health officer. Newer diagnostic technics 
are described in detail, as well as advances in treatments with 
sulfonamides and antibiotics where these seem promising. 

About a quarter of the text is devoted to protozoan dis- 
eases, a quarter to bacterial diseases, an eighth to viral and 
rickettsial diseases, somewhat more to helminthic diseases 
and the rest to mycoses, nutritional disorders, noxious plants 
and animals and a discussion of climates and health. Short 
bibliographies of some of the more important references are 
eee to each chapter. The work is well indexed. The 
chapters on mycoses are the least satisfactory, as the author 
has evidently relied heavily on secondary sources and has 
had little personal experience with these diseases. The only 
lapsus calami detected occurs in this group; on page 617 the 
last sentence in the penultimate paragraph should read: 
“In the tissues, the North American type produces single 
buds, whereas the South American type exhibits multiple 
budding.” As the mycoses described (except rhinosporidiosis) 
are as frequent in temperate climates as in the tropics and are 
better known from cases in temperate regions, these short 
chapters should not detract from the great merit of the work. 
The reviewer has found it very useful as a source book for 
his lectures in general bacteriology, as it brings together, 
in well digested form, much scattered literature that is not 
well covered in the usual elementary textbook. 


Carrot S. Donce, M.D. 


Fifty Years of Medicine: A symposium from the British Medi- 
cal Journal. 8°, cloth, 330 pp., with illustrations. London: 
British Medical Association, 1950. 1 

In the issue of the British Medical Journal for January 7, 
1950, there was a splendid survey of medicine and surgery 
as it has developed during the last fifty years. These articles 
were of such excellence that many considered them worthy 
of more permanent preservation in the form of a book. This 
book has now been published under the editorship of Dr. 
Hugh Clegg, with all the articles, by a team of distinguished 
investigators, now reprinted in clear. type, along with the 
superb iliustrations, many of them of great historical value. 
The editor has, for instance, had the title page of articles of 
outstanding merit photographed and in some cases has even 
taken advantage of the notes used by the investigator at the 
time an experiment was carried out. In addition, there are 
characteristic pictures of operations of fifty years ago, com- 
pared with those of todav, and many others of equal value. 
The book is an outstanding record of the last fifty years of 
medicine, in which Great Britain has played such an important 


part. 
Henry R. Vierts, M.D. 


BOOKS RECEIVED 


The receipt of the following books is acknowledged, 
and this listing must be regarded as a sufficient return 
for the courtesy of the sender. Books that appear to be 
of particular interest will be reviewed as space permits. 
Additional information in regard to all listed books 
will be gladly furnished on request. 


Differential Diagnosis of Internal Diseases: Clinical analysis 
and synthesis of symptoms and signs. By Julius Bauer, M.D., 
clinical professor of medicine, College of Medical Evangelists, 
Los Angeles, senior attending physician, Los Angeles County 
General Hospital, consultant in medicine, White Memorial 
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Hospital, Long Beach Veterans Administration Hospital and 
Cedars of Lebanon Hospital, Los Angeles. 8°, cloth, 866 pp., 
Hye illustrations. New York, Grune and Stratton, 19860. 

This new textbook is divided into two main parts on lead- 
ing symptoms and leading signs. The part on leading signs 
discusses the general appearance (habits), hyperthermia, 
fever and infectious diseases, the diseases of the various sys- 
tems of the body, (except the nervous system) and glycosuria. 
The material is well arranged and illustrated with case his- 
tories throughout the text. Lists of references are appended 
to the various chapters, and there are indexes of authors and 
subjects. 


The Rhesus Danger: Its medical, moral and legal aspects. 
By R. N. C. McCurdy, M.B., Ch.B., D.P.H. 12°, paper, 
138 pp. London: William Heinemann. «Medical Books, Ltd., 
1950. 5s net. 

This monograph deals with the Rh problem in two parts. 
The first discusses the blood groups, the discovery of Rh, 
sensitization, treatment of hemolytic disease and racial dis- 
tribution of blood groups. The second part is concerned with 
moral, social and legal aspects from the sexual point of view. 
The subjects covered in this part include contraception, 
sterilization, abortion, artificial insemination, divorce and 
population problems in relation to Rh. A summary of the 
pertinent literature is embodied throughout the text. There 
is a bibliography and an index. 


Le salmonellosi nell’'uomo. By G. Scotti and G. T. Sicca. With 
a preface by Prof. G. Monasterio. 8°, paper, 143 pp. Pisa: 
Omnia Medica, 1950. $3.50. 

This monograph comprises a survey of the modern litera- 
ture on salmonellosis in man. All phases of the disease are 
covered. There is a bibliography of eight pages. 


Cancer Services and Facilities in the United States, 1950. By 
the Federal Security Agency, Public Health Service, National 
Cancer Institute of the National Institutes of Health. 8°, 
paper, 152 pp. Washington, D. C.: United States Govern- 
ment Printing Office, 1950. $0.35. PHS Publication No. 14. 

This up-to-date report contains a summary for the nation 
at large and also for each individual state and territory. The 
pertinent information for each state concerning the current 
cancer situation is given in a tabular form. Previous reports 
of a like character were issued in 1946 and 1948. 


Biological Antioxidants: Transactions of the fourth conference, 
December 8-9, 1949, New York, New York. Edited by Cosmo 
G. Mackenzie, Department of Biochemistry, University of 
Colorado School of Medicine. Associate editors: E. V. 
Jensen, departments of Surgery and Chemistry, University 
of Chicago School of Medicine, and Ralph T. Holman, 
Department of Biochemistry and Nutrition, Agricultural 
and Mechanical College of Texas. 8°, paper, 181 pp., with 
illustrations. New York: Josiah Macy, Jr., Foundation, 
1950. $3.25. 

This conference was attended by fourteen members and 
nine guests. Eight articles on the biochemistry of oxidation 
and on various antioxidants were read and discussed. 


Blood Clotting and Allied Problems: Transactions of the third 
conference, y Smet 23-24, 1950, New York, New York. 
Edited by Joseph E. Flynn, Department of Pathology, 
College of Physicians and Surgeons, Columbia University. 
8°, cloth, 224 pp., with 52 illustrations and 32 tables. New 
York: Josiah Macy, Jr., Foundation, 1950. $3.00. 

The conference was participated in by sixteen members 
‘and eight guests. Fifteen articles on the various anticoagu- 
lants and on blood clotting in general make up the text. The 
publishing is excellent and the book should be in all collections 
on the subject. 
Wheeler and Jack’s Handbook of Medicine. Revised by 
Robert Coope, M.D., B.Sc., F.R.C., physician, Liverpool 
Royal Infirmary, consulting physician, King Edward VII 
Sanatorium, Midhurst, physician, Liverpool Hospital for 
Diseases of the Chest and Liverpool and North-Western 
Chest Surgical Unit, visiting physician, Maghull Epileptic 
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Homes, lecturer in clinical medicine, applied physiology 
and clinical chemistry, University of Liverpool, and ex- 
aminer in medicine, Conjoint Board and University of Liver- 
pool. Eleventh edition. 12°, cloth, 648 pp., with 62 illus- 
trations. Baltimore: Williams and Wilkins Company, 1950. 


This British book was first published in 1894 and has gone 
through eighteen editions and reprintings prior to this new 
edition. The seventh edition was printed in 1937 and re- 
printed in 1940. The author has now entirely revised and 
in parts completely rewritten the text. The publishing is 
good; the printing was done in Great Britain. The manual 
reflects the present-day practice of medicine in England. 


Your Prostate Gland: Letters from a surgeon to his father. 
By Reed M. Nesbit, M.D., professor of surgery, University 
of Michigan Medical School, and chief, section on urology, 
University Hospital, Ann Arbor, Michigan. With illustra- 
tions by Janet McLaughlin. 8°, cloth, 50 pp., with illustra- 
tions. Springfield, Illinois: Charles C Thomas, 1950. $2.00. 

This book presents in simple form the information neces- 
sary for men afflicted with prostatic troubles. The author 
discusses briefly the anatomy of the prostate, its enlargement 
and the operations on the gland. The last chapter deals with 
cancer and the necessity of periodic examinations. The 
text is well written and the book should be in all medical 
collections for the laity. 


Serum Sickness. By C. Frh. von Pirquet, M.D., and Bela 
Schick, M.D. Translated by Bela Schick, M.D. 8°, cloth, 
130 pp., with 4 tables and 33 charts. Baltimore: The Williams 
and Wilkins Company, 1951. $3.50. 

“Allergy”? came into being with the publication of “‘Serum- 
krankheit” by von Pirquet and Schick in 1905. The original 
monograph was written in German, and Dr. Schick has 
now provided an English translation of this classical work. 
The book should be in all medical libraries and in the col- 
lections of all allergists. 


Clinical Parasitology. By Charles F. Craig, M.D., M.A. 
(Hon.), Sc.D. (Hon.), D.S.M.; and Ernest C. Faust, M.A., 
Ph.D., William Vincent Professor of Tropical Diseases and 
Hygiene and head, Division of Parasitology, Department 
of Tropical Medicine and Public Health, Tulane University 
of Louisiana, New Orleans, consultant to the Surgeon Gen- 
eral, United States Army, and consultant, United States 
Public Health Service. With a chapter on “Control of Med- 
ically Important Arthropods” by Albert Miller, B.S., M.S., 
Ph.D., associate professor of parasitology (medical entomol- 
ogy) in the Department of Tropical Medicine and Public 
Health, Tulane University of Louisiana. Fifth edition. 8°, 
cloth, 1032 pp., with 326 illustrations and 6 colored pilates. 
Philadelphia: Lea and Febiger, 1951. $12.00. 

This authoritative textbook has again been completely 
revised to bring the subject matter up to date. New chap- 
ters on epidemiology and insecticides and a textual synopsis 
of the arthropod-borne diseases of man have been added. 
There is an extensive bibliography and a good index; the 
publishing is excellent. The book is recommended for all 
collections on the subject. 


Twentieth Anniversary Review of the Josiah Macy, Jr., Founda- 
tion. 8°, cloth, 110 pp., with 2 frontispieces. New York: 
Josiah Macy, Jr., Foundation, 1950. (Complimentary.) 

This anniversary volume presents in brief the history of 
the work of the foundation, in its special fields of aging, 
psychosomatic medicine and medical education and prac- 
tice. The small book should be in all collections on the his- 
tory of medicine. It presents a summary of the excellent 
work carried on by the Macy Foundation. 


Current Therapy 1951: Latest approved methods of treatment 
for the practicing hysician. Edited by Howard F, Conn, 
M.D. 4°, cloth, 699 pp., with tables. Philadelphia: W. B. 
Saunders Company, 1951. $10.00. 

This new volume is the joint work of a large number of 
contributors, all specialists in their particular subjects. 
The whole field of medicine is covered. Eighty-six of the 
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methods described have been developed since the publication 
of the 1950 volume. The volume should be valuable to the 
practicing physician. 


The Amino Acid Composition of Proteins and Foods: Ana- 
lytical methods and results. By Richard J. Block, Ph.D., 
associate, Department of Physiology and Biochemistry, 
New York Medical College, and research director, C. M. 
Armstrong, Incorporated; and Diana Bolling, B. $. Second 
edition. 8°, cloth, 576 pp., with illustrations, diagrams, 
tables and charts. Springfield, Illinois: Charles C Thomas, 
1951. $10.50. 

This standard reference book has been revised to bring it up 
to date, incorporating all the new developments made in 
the field since the publication of its first edition in 1945. 
There is an extensive bibliography. The book should be in 
all biochemical collections. 


Psychosurgery: In the treatment of mental disorders and in- 
tractable pain. By Walter Freeman, M.D., Ph.D., professor 
of neurology, George Washington University, Washington, 

C., and James W. Watts, M.D., professor of neurological 
surgery, George Washington University. Second edition. 
4°, cloth, 598 pp., with 156 illustrations and 21 tables. Spring- 
field, Illinois: Charles C Thomas, 1950. $10.50. 

This new edition of a standard book, first published in 
1942, has been revised to bring the text up to date. The con- 
clusions now drawn are based on a study of over 1000 cases. 
The original 80 cases reported in 1942 have been followed 
continuously, and many are now reported ten years or 
more after lobotomy. The text has been completely rewritten 
and reset in new type. The publishing is excellent. There is 
an extensive bibliography. The price is reasonable, and 
the book should be in all medical libraries and in the libraries 
of all brain surgeons. 


A Textbook of the Practice of Medicine. By various authors. 
Edited by Frederick W. Price, M.D., F.R.S.Ed., C.M.Ed., 
F.R.C.P. Lond., M.D. Hon. Belf., consulting physician, 
Royal Northern Hospital and National Hospital for Diseases 
of the Heart, London. Eighth edition. 8°, cloth, 2076 pp., 
with 87 illustrations. New York: Oxford University Press, 
1950. $9.00. 

This composite textbook was first published in 1922. 
Its soundness and popularity is attested to by the large 
number of its editions and reimpressions, — twenty-one to 
date. The text is the joint work of thirty eminent English 
physicians. The whole field of medicine is covered, including 
psychologic medicine. There is an elaborate, comprehensive 
index, and the publishing is excellent. The price is reason- 
able. The book, depicting current English medical practice, 
should be in all medical libraries. 


Memorias do Instituto Oswaldo Cruz, Rio de Janeiro, Brazil. 
Comemorativo do cinqiientenario do Instituto Oswaldo 
Cruz. Vol. 48. 4°, paper, 732 pp., with illustrations. Rio 
de Janeiro: Servico Grafico do Instituto Brasileiro de Geo- 
grafia e Estatistica, 1950. 

This serial volume contains thirty-seven articles on leprosy, 
typhus, parasites and parasitic diseases and other tropical 
conditions. The text proper is preceded by a historical sketch 
of the institute, comprising fifty pages, twenty-four full-page 
illustrations and one plan, written in honor of its fiftieth 
anniversary. The publishing is excellent, and the series 
should be in all collections on tropical medicine. 


NOTICES 


ANNOUNCEMENT 

Dr. Schoul Levison announces the opening of an office at 
117 Bay State Road, Boston, for the practice of neurology 
and psychiatry. 

AMERICAN FEDERATION FOR CLINICAL 
RESEARCH: BOSTON CHAPTER 

The Boston Chapter of the American Federation for 
Clinical Research will hold a meeting on November 13, at 
8:00 p.m., at the Evans Memorial Hospital. The program is 
as follows: 


NOTICES 


709 


Some Effects of Carbonic-Anhydrase Inhibitor on Renal 
Function. Dr. Arnold §. Relman, Dr. William Hodges, 
Dr. Lamont E. Danzig, Dr. Joseph Greaney and Dr. 
William B. Schwartz (Massachusetts Memorial Hospital 
and the New England Center Hospital). 

Observations on Pulmonary Infarction Following Cardiac 
Catheterization. Dr. Hector E. J. Houssay, Dr. Florence 
W. Haynes and Dr. Lewis Dexter (Peter Bent Brigham 
Hospital). 

Observations on the Role of “Selective Sequestration” of 
Platelets by the Spleen in Idiopathic Thrombocytopenic 
Purpura. Dr. Mario Stefanini, Dr. Jyoti B. Chatterjea 
and Dr. William Dameshek (New England Center 
Hospital). 

Antigenic Properties of Human Leukocytes. Dr. W. C. 
Maloney, Dr. M. Saint Paul and Dr. J. Mc A’Nulty 
(Rh Laboratory of the Boston City Hospital). 

Dynamics and Clinical Picture of Patients with Mitral 

Regurgitation and Stenosis. Dr. Richard Gorlin and 

Dr. Benjamin Lewis (Peter Bent Brigham Hospital). 


COUNCIL OF NEW ENGLAND STATE MEDICAL 
SOCIETIES 

A Symposium on Professional Relations in Medical-Care 
Insurance will be presented by the Council of New England 
State Medical Societies at the Copley Plaza Hotel, Boston, 
on Sunday, November 18, at 2:00 p.m. Dr. Joseph H. 
Howard, of Bridgeport, Connecticut, will preside. 

PRoGRAM 

2:00 p.m. Call to order and outline of purposes of the 
conference. Dr. Joseph H. Howard. 

Symposium on Professional Relations in Medical-Care 
Insurance. Dr. J. Danaher, Torrington, Connecticut, 
chairman, Professional Policy Committee of the Connec- 
ticut Medical Service, Moderator. 

National Trends in Blue Shield Developments. Frank 
E. Smith, Ph.D., Director of National Association of 
Blue Shield Plans, Chicago, Illinois. 

The Relation of Physicians to Blue Shield. Dr. Charles 
G. Hayden, Executive Director, Massachusetts Blue 
Shield, Boston. 

Professional Relations in Medical-Service Insurance 
Carried by Commercial Insurance Companies. Speaker 
to be announced. 

Medical-Service Insurance Plan Viewed by Practicing 
Physicians. Dr. Charles L. Farrell, ‘ Pawtucket, 
Rhode Island; Dr. Joseph A. Holmes, Waltham, 
Massachusetts; and Dr. Daniel G. Sullivan, Nashua, 
New Hampshire. 

Fee-Table Construction and Philosophy. Dr. William 
Horton, managing director, Connecticut Medical 
Service, New Haven, Connecticut. 

General Discussion 

6:00 p.m. Social hour and cocktails. 

6:45 p.m. Dinner. 

After-dinner speaker: Dr. Louis H. Bauer, Hampstead, 

New York, president-elect, American Medical Asso- 

ciation. 

All members of the State Medical Societies in New England 

and the Woman’s Auxiliaries are invited to attend. 


NEW ENGLAND SOCIETY OF ANESTHESIOLOGISTS 

A meeting of the New England Society of Anesthesiologists 
will be held in the Auditorium, Building A, Boston Univer- 
sity School of Medicine, on Tuesday, November 13, at 
7:30 p.m. 

The program is as follows: 

Air Embolism Associated with Intravenous Therapy. 
Case report: Dr. Edmund F. Neves; discussion: Dr. 
Herbert Ebner. 

A Compatible Dextrose-Saline and Blood Solution. Dr. 
Donald Buschle. 

Two New Oxygen Masks. Dr. Arnold S. Gale. 

ge ae Positive Pressure Breathing. Dr. Meyer 

aklad. 
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HARVARD MEDICAL SOCIETY 
The Harvard Medical Society will hold a meeting on 
Tuesday evening, November 13, in Amphitheatre D of the 
Harvard Medical School, at 8:00 p.m. The program 
will be presented by the Boston Lying-in Hospital, with Dr. 
Duncan E. Reid presiding. 
PROGRAM 


Observations on the Uteroplacental Circulation. 
Seymour L. Romney and Dr. Duncan E. Reid. 
Circulating Red-Cell Volume in Normal Pregnancy. Dr. 
William L. Caton, Dr. Charles C. Roby, Dr. Duncan E. 
Reid and Dr. John G. Gibson, II. 

In-Vitro Studies on the Metabolism of the Placenta. Dr. 
Claude A. Villee, Jr. 

Afibrinogenemic States in Pregnancy. Dr. Alfred E. Weiner, 
Dr. Charles C. Roby and Dr. Duncan E. Reid. 

Antitoxic Action of Penicillin Unassociated with Its Anti- 
biotic Properties. Dr. Olive W. Smith and Dr. George 
Van S. Smith. 


NORFOLK DISTRICT MEDICAL SOCIETY 


The following programs will be held by the Norfolk Dis- 
trict Medical Society at the Boston Medical Library, 8 Fen- 
way, Boston, at 8:00 p.m. (except as noted). 


Tuesday, November 27 (Meeting to be held at Joslin 
Auditorium, New England Deaconess Hospital). ‘Head- 
ache.” Dr. John R. Graham and associates. 

Tuesday, January 22 (Meeting to be held at West Rox- 
bury Veterans Administration Hospital). West Roxbury 
Veterans Administration Hospital Staff Round Table 
(subject to be announced). 

Tuesday, February 26. “‘Non-Endocrine Endocrinology.” 
Dr. Edwin B. Astwood ind associates. 

Tuesday, March 25. “Ovarian Dysfunction” (For the 
General Practitioner). Dr. Joe V. Meigs and associates. 

Tuesday, April 22. Annual meeting. 

Wednesday, May 7 (Place to be announced). 
dinner. 


NEW YORK STATE SOCIETY OF 
ANESTHESIOLOGISTS 

The New York State Society of Anesthesiologists will 
hold its Fifth Annual Postgraduate Assembly December 5-8 
at the Hotel New Yorker, New York City. The program 
will include ten scientific sessions in panel form. One panel 
will be presented by residents and fellows in anesthesiology, 
who will discuss original investigations in which they have 
participated Physicians desiring to attend may secure a 
registration form from the office of the society at 137 West 
I1th Street, New York City. 


LIFE INSURANCE MEDICAL RESEARCH FUND 
GRANTS AND FELLOWSHIPS 

Applications for grants in aid of research on cardiovascular 
roblems for 1952 will be received by the Life Insurance 

edical Fund up to November 15, 1951. Support is avail- 
able for physiologic, biochemical and other basic research 
relating to cardiovascular problems, as well as for clinical 
investigation in this field. Preference is given to fundamental 
research. It is expected that these grants will total about 


Dr. 


Annual 


Applications for postdoctoral fellowships for training in 
research in 1952-1953 may be made until November 1, 1951. 
Preference will be given to candidates who wish to work 
in the genera! field of cardiovascular function or disease and 
to candidates who wish to work in institutions other than 
those in which they have obtained most of their experience. 
A doctor's degree (M.D. or Ph.D.) or its equivalent is re- 

uired. The annua! stipend varies, being as a rule between 
$3000 and $4000; larger amounts are granted in special cases. 
Approximately 15 new postdoctoral fellowships will be 
available. 

New grants and fellowships will become available on 
July 1, 1952. 

A number of predoctoral fellowships for basic training in 
research will also be awarded. Details are available on re- 
quest. 

Further information and application blanks may be secured 
from the Scientific Director, Life Insurance Medical Research 
Fund, 2 East 103d Street, New York 29, New York. 
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AMERICAN CANCER SOCIETY GRANTS FOR 
CANCER RESEARCH 


Announcement is made of grants for American Cancer 
Society Scholars in Cancer Research. A limited number of 
American Cancer Society Scholars are appointed annually 
on recommendation of the Committee on Growth of the 
National Research Council, A grant of $18,000, payable over 
three years, will be made directly to each scholar’s institution 
by the American Cancer Society as a contribution toward 
his support or his research or both, es 

Medical schools, hospitals, research institutes and other 
institutions with a primary or substantial interest in cancer 
research are invited to submit applications for these grants. 
Applications for grants to ve effective July 1, 1952, should be 
submitted prior to January 1, 1952. Inquiries or requests 
for application forms should be addressed to the Executive 
Secretary, Committee on Growth, National Research Coun- 
cil, 2101 Constitution Avenue, N.W., Washington 25, D. C. 

Inquiries concerning Damon Runyon Clinical Fe!owships, 
formerly recommended by the Committee on Growth, should 
now be addressed to the Damon Runyon Memerial Fund, 
Hotel Astor, Broadway and 44th Street, New York 19, New 
York. 


SOCIETY MEETINGS AND CONFERENCES 


NovemBer 2 anv 3, Eastern Section, American Trudeau Society, Page 
350, issue of August 30. 

NovemBer 3-28. The Springfield Hospital. 
ber 25. 

NovempBer 4 anv 5, American Society for the Study of Arteriosclerosis. 
Page xv, issue of July 12. 

Novemper 5, Beth Israel Hospital House Officers’ Colloquium. Page 
590, issue of October 11. 

Novemper 5-9, American College of Surgeons. 
September 6. 

November 5, 19 axp 26. Beth Israel Hospital House Officers’ Collo- 
quium. Page 590, issue of October 11. 

6. Edward K. Dunham Lecture. Page 669, issue of Octo- 
ber 25. 

NovemBer 6. The New England Diabetes Association. Page 669, issue 
of October 25, 

Novemser 6, 8, 20 anv 27. Boston City Hospital House Officers’ 
Association. Page 669, issue of October 25, 

NovemBer 7. Salmon Memorial Lecture. Page 548, issue of October 4. 

Novemsper 7-9. New Eng'and Postgraduate Assembly, Hotel Statler, 
Boston. Program, page xiii, issue of October 

NovemBer 7-19. Pan-Pacific Surgical! Association. 
May 24. 

Novemper 8. The New England Rheumatism Association. Page 669, 
issue of October 25. 

Novemper 8, New England Cardiovascular Society. Page 669, issue 
of October 25, 

Novemsper 8. Diverticulitis — Conservative or Radical Management. 
Dr. Joseph Tartakoff. Pentucket Association of Physicians. 8:30 p.m. 
Haverhill. 

Novemper 9. Rocky Mountain Harvard Medical School Alumni 
Association. Page 548, issue of October 

Novemser 9, 16, 23 ann 30, Decemper 7, 14, 21 anp 28 anv Jan- 
vary 4. New England Deaconess Hospital Clinics. Page 548, issue of 
October 4. 

Novemser 13. Harvard Medical Society. Notice above. 

Novemper 13. American Federation for Clinical Research (Boston 
Chapter). Page 7 

Novemeer 13. New England Society of Anesthesiologists. Page 709. 

Novemper 13. Springfield Academy of Medicine. Page 548, issue of 
October 4. 

Novemser 14, Sa!mon Memorial Lecture. Page 548, issue of October 4. 

Novemper 14. Northeastern New York Radiological Society. Uni- 
versity Club, Albany, New York. 

Novemprr 14 ann 15. Diabetes Fair. New England Diabetes Associa 
tion. Page 669, issue of October 25. 

Novemper 18, Council of New England State Medical Societies. 
Page 707, 

Novemser 20. Salmon Memorial Lecture. Page 548, issue of October 4. 
i Saeac 21. Alpha Omega Alpha Lecture. Page 669, issue of Octo- 

r 


Page 670, issue of Octo- 


Page 388, issue of 


Page 820, issue of 


Novemser 27, January 22, Fesruary 26, Marca 25 ann Aparit 22. 
Norfolk District Medical Society. Notice above. 

Decemprr 2. American Academy of Dental Medicine. Page 548, 
issue of October 

Decemper 5-8. New York State Society of Anesthesiologists. Notice 
above, 

Decemper 11-19, International Congress on Mental Health. Page xiii, 
issue of July 26, 


(Notices concluded on page xi) 
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ADVERTISING SECTION 


8:30 


9:30 


2:00 


8:30 


New 


Tenth Annual New England Postgraduate Assembly 


Sponsored by the Medical Societies of 
Marne, New Hampsuire, Vermont, Massacuusetts, Ruope Istanp aND CONNECTICUT 


HOTEL STATLER, BOSTON-NOVEMBER 7-9 
Program 


WEDNESDAY, NOVEMBER 7 


MorntNnG 
Gastrointestinal Symposium 


MOTION PICTURES 


Gastrointestinal Cancer: The Problem of Early Diag- 
nosis. American Cancer Society 

Problems of Rheumatoid Arthritis. Arthritis and Rheu- 
matism Foundation, Boston 


CLINICS 
Pancreatic Insufficiency 
Drs. Perry CuLver and 


Complications of “ Arrested”’ Cirrhosis 
Drs. Franz J. INGELFINGER and JosepH FoLey 


88 
LECTURES 


Assembly called to order by the Chairman and Dr. W. 
Ricnarp Outer, President, Massachusetts Medical 
Society 

The Use of Antibiotics in Gastrointestinal Infections 

Dr. Josern B. Kirsner 

Chronic Diarrheas Dr. Bensamin V. 

LUNCHEON PANELS 


Disorders of the Bowel (Exclusive of Stomach and 
Rectum). Moderator: Dr. Sara M. Jordan; and 
Dr. Franz J. InGevrincer, Dr. Joseru B. Kirsner 
and Dr. Bensamin V. Waite 

Newer Concepts of Medical Rehabilitation. Moderator: 
Dr. Aucustus Tuornpike; and Dr. Henry H. 
Kessver, Dr. Dr. ALEXANDER 
Airken, Dr. ArtHur L. Watkins, Miss Ortiiie 
M. Banxs and Dr. Epwarp D. CaLianan 


AFTERNOON SESSION 
LECTURES 


Rehabilitation of the Injured Dr. Henry H. Kessier 
Blood Substitutes in Shock Dr. James V. WARREN 


Some Applications of Industrial Toxicology in Medical 
Practice Dr. Ropert A. Kenor 

Some Practical Considerations of Diabetes 
Dr. Russett M. WiILpER 


Session — JAMBOREE 
The Doctor of Tomorrow and Federal Medical Services 
Dr. Roserr C. Pace, Chairman, National Doctors’ 
Committee for Improved Federal Medical Services 
Entertainment. Frep Ronen, international pickpocket 
and humorist 


THURSDAY, NOVEMBER 8 


Mornino Session 
ACTH Symposium 


MOTION PICTURES 
Physiologic Basis of the Action of ACTH in Human 


ings 
sagt ay in the Hospital Patient. E. R. Squibb & 
ns 


9:30 


2:00 


8:30 


9:30 


10:30 


11:00 
11:30 


12:15 


CLINICS 
ACTH and Cortisone in Allergic States 
Dr. Ropert P. McComas and associates 

Peripheral Vascular Disease 

Dr. Craupe E. Dr. Crane, 

Dr. Gorpon Donatpson and Dr. Jesse THompson 
Recess 

LECTURES 


The Use of ACTH and Cortisone in Gastrointestinal 
Diseases Dr. Josern B. Krrsner 
ACTH and Cortisone in Blood Diseases 
Dr. Cart Moore 
LUNCHEON PANELS 
Endocrine Therapy. Moderator: Dr. Kenpati Emer- 
son; and Dr. Somers Sturcais, Dr. THeopore 
Bay.iss and Dr. ALBpert RENOLD 
Gall-Bladder Disease. Moderator: Dr. J. ENGLepert 
Dunpny; and Dr. Cartes G. Mixter, Dr. 
Merritt C, Sosman and Dr. S. ALLEN WILKINSON 
Recess. Visit the Exhibits 


AFTERNOON SESSION 
LECTURES 


Why Man Drinks Dr. Haroun W. Lovet. 
Serious Medical Complications of Alcoholism 
Dr. Victor and Dr. Raymonp D. Apams 
Recess 
The Treatment of Syphilis 
Tobacco and Cancer of the Lung 
Dr. Ernest L. Wynver 


Dr. Harry Eacie 


FRIDAY, NOVEMBER 9 


Morntne@ Session 
Cardiovascular Symposium 
MOTION PICTURES 


The Heart — Electrokymography, Venous Catheteriza- 
tion and Angiocardiography G. D. Searle & Co. 
Animated Hematology — Bone Marrow Armour & Co. 
Diagnosis and Treatment of Paroxysmal Hypertension 
Dr. Ropert W. Dr. E. R. 
Greer and Dr. Reatnavp H. Smirawick 

Disorders of the Spleen 
Dr. C. Stuart Wexca, Dr. Wittiam DamMesHEK 
and associates 

Recess 


LECTURES 
Newer Drugs in the Treatment of Hypertension 
Dr. Henry A. SchroepEeR 


Anticoagulants — Old and New 
Dr. Epoar A. Hines, Jr. 


LUNCHEON PANELS 

Cardiovascular Disease. Moderator: Dr. Samuen A. 
Levine; and Dr Epwarp F. Buanp, Dr. Epoar A. 
Hines, Dr. Henry A. Scuroeper and Dr. B. F. 
MASSELL. 

The Acute Surgical Abdomen in Children. Moderator: 
Dr. Orvar Swenson; and Dr. Jonn Davies, 
Dr. Ricnarp Scnatzx1, Dr. Henry Hupson and 
Dr. Bensamin Etsten 


The registration fee is $5.00 and should be forwarded by mail, if possible. There is no charge for the jamboree following 
the lecture. Dinner will be $3.00. Guests may be invited to the dinner and the jamboree if reservations are made in advance. 
Luncheons preceding the panels will be $2.00. Registrants may attend the panel discussions following the luncheons without charge. 

Application blanks have been mailed to all physicians in New England. If you have not received one, please write to the 


ngland Postgraduate Assembly, 8 Fenway, Boston 15. 
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Founded 1879 
RING SANATORIUM 


For the study, care and treatment of emotional, 
mental, personality and habit disorders. 


All recognized psychiatric therapies are used as 
indicated. 


Cottage accommodations meet varied individual 
needs. Limited facilities for the continued care of 
progressive disorders requiring medical, psychiatric, 
or neurological supervision. 


Benjamin Simon, M. D. 
irector 


Cuaartes E. Waite, M.D. 
Louis Brenner, M.D. 
Wiitiam R. M.D. 
Associates 


Consultants in All Specialties 


Francis W. Russet. 


Arlington Heights, 
-0081 Executive Secretary 


Telephone AR 5 


WOODSIDE COTTAGES 


Framincuam, Mass. 
A sanitarium specially adapted for nervous 
and convalescent patients who need rest and 
upbuilding in normal surroundings. 
No committed mental cases. 


ARTHUR H. WARD, M.D., Medical Director 


DAVID MEMORIAL 
NURSING HOME 
Brooxune 46, Mass. 

S. D. COHEN, R.N., Supt. 
Convalescents—Invalid-Elderly 
Special and diabetic diets 
61 Park Street BE 2-3530 


GLENSIDE 
JAMAICA PLAIN, BOSTON, MASS. 


A small, attractively located sanitarium for 

nervous, mild mental or chronic illnesses. 
Maset D. Orpway, M.D. 

6 Parley Vale Tel. JA 4-0044 


PERKINS SCHOOL 


Lancaster, Mass. 
Devoted to the scientific understanding and 
education of children of retarded development. 
Five homelike and attractive buildings sur- 
rounded by 85 acres of campus and gardens. 


Franxun H. Perkins, M.D. 


Baldpate. 1... 


Georgetown, Mass. 


GEO 2131 — Boston Office BE 2-3911 


For the treatment of psychoneuroses, personality 
disorders, psychoses, alcoholism and drug 
addiction. 


Psychotherapy is the basis of treatment; other 
methods such as shock therapy, malaria and fever 
box are used when indicated. 


Occupation under a trained therapist, diversions 
and outdoor activities. 


Gerorce M. Scutomer, M.D. 
Medical Director 


WISWALL 
SANATORIUM 


203 Grove Sr., WELLESLEY, Mass. 


For the care of mild mental and nervous 
patients in country surroundings. Small 
grouping allows a homelike atmosphere 
and personal contact. 


E. H. WISWALL, M.D. 
Superintendent 


HALE POWERS, M.D. 
Resident Physician 


Tel. WE 5-0261 


HANOVER HOUSE, INC. 
West Hanover, Massachusetts 


A sanatorium in the South Shore Area within easy 
distance from Boston 


Tel. Rockland 1690 — Quincy Office PR 3-6930 
For the diagnosis and treatment of neurological 
diseases, emotional disturbances and personality 
disorders. All modern forms of specialized therapy 
(including electroshock) with emphasis on psycho- 
therapy; treatment of alcoholism and related addic- 
tions on most modern, scientifically approved 
basis. Unusually attractive atmosphere, singularly 
free from “‘institutionalization.” 

Excellent nursing and medical care for limited 
number of chronic patients. 

No committed patients. 

Out-patient treatments for referred cases only. 


Exsie S. Neustapt, M.D., Medical Director 
Rupoten Nevustapt, M.D., Clinical Director 


PHYSICIAN desires an assistant who 
has first-class training and hospital back- 
ground. General practice, town of 2500, 
30 miles north of Boston. Good hospital 
within 6 miles. Address A113, New Eng. 
J. Med. 16-3t 


WANTED — Certified medical tech- 
nician, with x-ray training desirable but 
not necessary, for full-time work in north- 
ern New England clinic. Salary guaran- 
teed satisfactory. Address A120, New 
Eng. J. Med. 18-oam-4t 


WANTED — Unexcelled opportunity 
for young internist, board certified or 
qualified, who would be interested in 
joining established and successful small 
group in northern New England. Address 
Al21, New Eng. J. Med. 18-oam-4t 


WANTED — Laboratory technician for 
blood counts, 2 afternoons a week (Mon- 
days and Wednesdays). Call Dr. William 
G. Lennox, AS 7-0717. B113-18-1t 


ANESTHESIOLOGIST, Board quali- 
fied — passed Part I, desires position in 
accredited hospital in eastern Massachu- 
setts, Rhode Island or Connecticut. 
Only private-fee basis acceptable. Address 
A118, New Eng. J. Med. 18-1t 


RESIDENT WANTED — Appoint- 
ments to approved residency in Internal 
Medicine available now and July 1, 1952, 
at V. A. H., Coral Gables, Florida. Medi- 
cal Service of 230 beds with basic sciences 
and research laboratories available. Write 
Chairman, Deans’ Committee, L. G. 
Rowntree, M.D., duPont Building, Miami, 
Florida. B115-18-2t 


A Request for Change of Address 


Must reach us at least three weeks before the date of issue with which it is to take effect. Duplicate copies cannot be sent to 
replace those undelivered through failure to send such advance notice. With your new address be sure to send us the old one, 


enclosing, if possible, your address label from a recent copy. 


NEW ENGLAND JOURNAL OF MEDICINE 


8 Fenway, Boston 15, Mass. 
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NOTICES (Concluded from page 710) 


DecemBer 14 anv 15. Association for Research in Nervous and Mental 
Disease. Page 958, issue of June 21. 

January 23, 1952. Suffolk District Medical Society. Page 669, issue 
of October 25. 

May 1-3, 1952. American Goiter Association, St. Louis, Missouri. 

Jury 8-11, 1952. Thirteenth British Congress of Obstetrics and Gynae- 
cology. Page xv, issue of December 14. 

Jury 14-19, 1952. International Congress of Physical Medicine. Page 
998, issue of June 28. 


District Mepicat Societies 


HAMPSHIRE 
NovemsBer 7. Northampton State Hospital, Northampton. 
January 2. Veterans Hospital, Northampton. 
Marcu 5, Cooley-Dickinson Hospital, Northampton. 
May 7. Annual Meeting. Jones Library, Amherst. 


NORFOLK 
Novemser 27, Joslin Auditorium. New England Deaconess Hospital. 
January 22. Veterans Administration Hospital, West Roxbury. 
Fesrvary 26. Boston Medical Library. 
Marcu 25. Boston Medical Library. 
Aprit 22. Boston Medical Library. 
May 7. Place to be announced. 


SUFFOLK 
January 23. Massachusetts General Hospital. 


Ca.envar or Boston District ror THE WEEK BEGINNING 
Tuurspay, NoveMBeER 8 


Tuurspay, NovemBer 8 
8:30 a.m.~4:30 p.m. New England Postgraduate Assembly. Hotel 
Statler, Boston. 
*9-00-10:00 a.m. Grand Rounds. Robert Breck Brigham Hospital. 
7:00 p.m. Boston City Hospital House Officers’ Association. New 
Cheever Amphitheatre, Dowling Building. 
7:45 p.m. New England Rheumatism Association, Joslin Auditorium, 
New England Deaconess Hospital. 7 
00 p.m, New England Cardiovascular Society. Dorothy Quincy 
Suite, John Hancock Hall, 180 Berkeley Street. 


Fripay, NoveMBeR 9 
8:30 a.m.-12;15 p.m. New England Postgraduate Assembly. Hotel 
Statler, Boston. 
*8-15 a.m. Skin, Necrobiosis and Diabetes. Drs. Brown and Bradley. 
Baker Clinic, New England Deaconess Hospital. 
*9-00 a.m.-12:00 m. Combined Medical and Surgical Staff Rounds. 
Peter Bent Brigham Hospital. 
*10-00 a.m. Surgical Clinic. South End Health Unit, 57 East Concord 
Street. 
*11:00 a.m.-1:00 p.m. Medical Grand Rounds. Stearns Auditorium, 
New England Center Hospital. 
12:00 m-1:00 p.m. Clinicopathological conference (Boston Floating 
Hospital), Joseph H. Pratt Diagnostic Hospital. 
*1:30 p.m. Tumor Clinic, Outpatient Department, Mount Auburn 
Hospital, Cambridge. 
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Monpay, NovemBer 12 

*11:30 a.m.-12:15 p.m. Clinical Conference, South End Health Unit, 
57 East Concord Street. Dr. Cleaveland Floyd in charge. 

*12:00 m.-1:00 p.m. Hematology Conference. Dr. Dameshek. Stearns 
Auditorium. New England Center Hospital. 

*12:15-1:15 p.m. Clinicopathological Conference. Main Amphi- 
theatre. Peter Bent Brigham Hospital. 

2:00-8:30 p.m. Massachusetts Department of Mental Health Post- 
graduate Seminar in Neurology and Psychiatry. Metropolitan 
State Hospital, Waltham, 

3:00 p.m. Gynecology Rounds. Mount Auburn Hospital. Cambridge. 

*7:00-9:00 p.m. Combined Anesthesia Teaching Program of Boston. 
Stearns Auditorium, New England Center Hospital. 


Tuespay, NovemBer 13 
*12:00 m.-1:30 p.m. Surgical Grand Rounds. Stearns Auditorium, 
New England Center Hospital. 
*#12:00 m.-1:00 p.m. Pediatric Rounds. Burnham Memorial Hospital 
for Children, Massachusetts General Hospital. 
*12:15-1:15 p.m. Clinicoroentgenological Conference. Peter Bent 
Brigham Fioepital. i 
7:30 p.m, New England Society of Anesthesiologists. Auditorium, 
Building A, Boston University School of Medicine. 

8:00 p.m. Harvard Medical Society. Amphitheatre D, Harvard 

8:00 p.m. American Federation for Clinical Research. Evans Me- 
morial Hospital. 


Wepnespay, NovemBer I4 
11:00 a.m.-10:00 p.m. Diabetes Fair. Horticultural Hall, Boston. 
*11:00 a.m.-12:00 m. Medical Clinic (Children’s Medical Center). 
Amphitheatre, Children’s Hospital. : 
*12:00 m. Boston State Hospital Psychiatric Seminar. Reception 
Building Auditorium, 591 Morton Street. : 

*12:00 m.-1:00 p.m. Clinicopathological Conference (Children’s Medi- 
cal Center). Amphitheatre, Peter Bent Brigham Hospital. 
12:30 p.m. Weekly Pathological Meeting. Joslin Amphitheatre, 

New England Deaconess*Hospital, ee 
*2:00-3:00 p.m. Combined Clinic of All Services (Children’s Medi- 
cal Center). Amphitheatre, Children’s Hospital. 


*Open to the medical profession. 


Washingtonian Hospital 


41-43 WALTHAM STREET, BOSTON, MASS. 
Incorporated 1859 


Conditioned Reflex, Antabuse, Adrenal Cortex, Psycho- 
therapy, Semi-Hospitalization for Rehabilitation of Male 
and Female Alcoholics 
Treatment of Acute Intoxication and Alcoholic Psychoses 
Include 
Outpatient Clinic and Social-Service Department for 

ale and Female Patients 


Joseru M.D., Medical Director 
Consultants in Medicine, Surgery and the Other Specialties 
Telephone HA 6-1750 
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LACTUM has these three dimensions 
... for Lactum is an evaporated whole milk 
and Dextri-Maltose® formula. 


Its proportions are those of milk and . 
Dextri-Maltose formulas used successfully y and Lactum hos 4 dimension 


in infant feeding for forty years. EVAPORATED time-saving convenience 

And its caloric distribution (16% protein, 

34% fat, 50% carbohydrate) is based on por A 1:1 dilution aeevidea ; 

authoritative pediatric recommendations. 4 < 20 calories per fluid ounce. 


Jounson & 
END 


MEAD JOHNSON & CO. 


EVANSVILLE 21,IND.,U.S.A. 


re Nov. 1, 1951 
‘ 
to build sound infant formula 
or yee FORMULA FOR 
2 


